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What types of busine 
Stromberg-Carlso 


A business office is 





a logical prospect for 





the installation (and consequent 

revenue) of a Key Turret System if it fulfills 
these two simple requirements: Ist, if it’s not large enough 
to warrant a PBX switchboard. 2nd, if traffic is heavier 


than can be handled by one or two individual telephones. 


a: 
\e 


The Stromberg-Carlson Key Turret may be had with 3, 6 


Yo 


Py 


fen 


or 9 key-and-lamp-ended lines, and equipped with essential 
features for holding, signaling and busy supervision. To give 


you an idea of its wide application, here are five examples of 


current installations, serving a real variety of business firms. 


STROMBERG-CARLSON 


Factory, General Offices: Rochester 3, N.Y. Branch Offices: Atlanta 3, Chicago 6, 


Kansas City 8, San Francisco 3. In Canada: Stromberg-Carlson Co. Ltd., Toronto 


TELEPHONES, SWITCHBOARDS - SOUND EQUIPMENT AND ELECTRONIC CARILLONS - INDUSTRIAL | 














pared for Severe Weather with Copperweld Line Wire. 


alloy steel core provides rugged strength 


permits 


r and safer spans. The molten-welded copper covering 
nts corrosion and furnishes high electrical conduct 


Made by the COPPERWELD STEEL COMPANY. 
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life Expectancy is built into pressure-treated Southern 
Poles and Crossarms. Carefully and thoroughly treated 
the AMERICAN CREOSOTE WORKS, INC., 


have the extra durability required for dependable 


ice under the toughest climatic conditions. 


py le Shooting” Expense! —install PARA 

N ELECTRIC COMPANY'S top quality 

RIAL m4 wire. Great tensile strength, high con- 
a” and perfect adhesion are some of its 

PH: _ This drop wire available in Copper- 
et or High Tensile BB Bronze. 
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It Regulates —It Compensates. Flotrol Battery 
Chargers assure substantial power savings by 
low standby losses combined with higher overall 
efficiency. An automatic charger of the float 
ing charge type. All components in one cabi- 


net. Made by LORAIN PRODUCTS CORP. 


manufactured by the HAZARD 
these PANY. Low capacity conductor 





For Better Talking Characteristics try Hazard Multi-Pair Intercom Cable 
DIVISION of THE OKONITE COM 

insulation provides excellent speech 
transmission. Tough, outer sheath resists oil, flame and moisture. Avail 


able for immediate shipment in 6-, 11-. 16-. and 26-pair assemblies. 














Outstanding Battery Performance is yours when 
you choose Gould Planté Batteries. Thick, 
grooved, pure lead positive plates give many 
years of trouble-free service! Made by GOULD- 
NATIONAL BATTERIES, INC., a leader in 


their field. They're the finest money can buy. 


KEMLOGG SWITCHBOARD AND SUPPLY COMPANY 

















FLASHES 
AND PLUGS 4 


—_— 


WHAT'LL YOU HAVE. William F. Michelfelder, writing in the 


New York World-Telegram, has observed about his city’s classified 
telephone directory: 











It is good to see the Laughing Stock Co., 400 E. 49th St., and 
Hot Nails, Inc., 40 W. Fourth St., still at the same old stand. 


Red-covered classified telephone directories come and go, like 
Jersey corn, but it’s the sweet morsel one remembers after throwing 
aside the husk. 


The 1951 edition is out today, with 73,000 more businesses in 
Manhattan than there were five years ago 





and greetings, The 
Tropical Nook, 147 E. 84th St., where they handle government- 
inspected horsemeat. 


Littl Devil Parfum, 166 E. 19th St., fills the air as of 1951, 
as does Big George’s Fish, 527 Amsterdam Ave. The year of the 
Red Book means nothing to the Y Age Cosmetic Co., nor to High 
Pep Co. 


Zackinizing, Inc., remains mute as to what’s being zackinized. 


They seem to have no connection with Mad Products, Inc. 


Better Dogs has not lowered the standards nor made any move 
to merge with Cat Supply Only. 


The new book has 312,600 listings, with a slight increase in 
birds. The Birdlands are many, including a Bird Cage and The 


Bird in Hand. 
Nu Bone remains firm, not having moved since last year. 


Quickee Sales has not gone into a slump, for they’ve still got a 
private line. Jo-Jo, Litthe Boy Blue (See Little Ruffy, Inec.), Q 
Ball, Inc., and Big Savage Bricks keep up with the fascinating work. 


The New York Puffing Co. withstands the rigors of inflation. 
There are no rigors at Laughs Unlimited, and it must be heaven 
to answer the phone at The Little Halo Co. 


Among the new classifications in the 1951 edition are air raid 
protection, television rental and silica gel—where you will have to 
call and find out for yourself. 


Restaurants, bars, taverns and beverage dispensers outnumber, 
about 200 to 1, the yogurt establishments. 


But you can’t go wrong at DeBest Drinks, Ine. 


VERY UN-SHARP GUESSING. The sailor told officers in Idaho 
Falls, Idaho, that he selected from a telephone directory a name 
to sign to a $25 check. Deputy Sheriff Joe W. MeNeill told him 
his selection was bad. He picked John M. Sharp. Sharp is the 


Bonneville County prosecuting attorney. 


ONE CONFESSION TOO MANY. The jokes on Joe Stalin are 


still going the rounds. This one is from the Chicago Sun-Times: 


Joe Stalin, after a conference with members of the Politburo, 
discovered that his brief case, jammed with secret papers, was 
missing. He immediately telephoned the secret police and ordered 


the arrest of every member of the Politburo. 


A few hours later, Stalin realized he had made an error—he 
merely had misplaced the brief case. So he hurriedly telephoned 


the secret police again, instructing them to release the prisoners. 


“Too late,” the chief replied. ‘“They’ve all confessed.” 
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No matter how you figure, it pays to string along with Copperweld* Line 
Wire—the only wire that combines the rugged strength of steel with the 


onductance and permanence of copper. 


Because Copperweld is built to last, you can be sure of its efficient, trouble Copperweld Costs Les 
ee performance .. . in all kinds of weather, in every climate—year after because it 
ear. You can string longer spans—save on poles, hardware and accessories Lasts Longer 


reduce construction costs—because Copperweld Line Wire is 2 to 3 times 
tronger than hard-drawn copper wire and has greater tensile strength than 


ny wire having comparable electrical properties. And each year 













ou'll save on repairs and maintenance because Copperweld is 
on-rusting—its original strength remains permanent. 
In addition, Copperweld Line Wire is light in weight, pliable, 
sy to string and has better voice and high frequency trans- 
ission characteristics than any other high-strength 
nductor. When you consider these proved advantages, 
u'll find it pays to use Copperweld for all your line 


ire requirements. 


GRIP-FLEX 28 
The Ideal Insulator 
Tie for Use With 

Copperweld 
Line Wire 





OPPERWELD STEEL COMPANY 


Glassport, Pa. 
SALES OFFICES IN PRINCIPAL CITIES 
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SCREWDRIVERS—CHISELS WI 





No. 909 Millers Falls Screwdrivers 


ls) 


Torque tested blades. 
Hammer-forged, heat-treated blade, finely polished. Pin- 





ned nickel-plated ferrule. Mahogany lacquered hardwood 
handle. 

Leth Diam, Wt. Lat Diam. Wt 
Blade Blade Box of 6 Blad Blad Box 6 
In, In, Lb I 

7 7 4 8 31, 
3 Ve9 Vy 10 334 
4 9o9 134 12 ; fl, 
5 ( 1% 18 5 
6 6 2 








Hammer-forged, torque-tested blade, hardened, temper 
and polished. Hardwood handle fluted for grip. Mahogan 
lacquer finish. Heavy steel ferrules, pinned on 
Leth Dia Wt D 
Blade Blade Box ot 6 I | 
in In Lb 


214 199 VQ 61 iM 
314 q 9 V3 81 2 144 
4l, 732 1 


S I, - 1 


Millers Falls Ratchet Screwdrivers 
No. 63 





Turn knurled shifter sleeve 








right or left-hand ratchet or positive action Forge teel 
blade Steel ratchet housing with hardet 
ind spring steel springs. Exposed metal polished 
plated Hardwood handle, mahogan la quer 
Length SWAN Brey neh 3 4 6 8 
Weight per Box of 6...... pound 13 1% 3144 3% 
re 

For radio, electrical and cabinet work wher mall screw 
are used. Spin blade by turning knurled collar. Same right 
left-hand and rigid action as in No. 63 (above Polished 
blade; other parts polished ind nickel-plated. H 


handle, mahogany lacquered 


Leneth Black : inches 2 3 4 6 
Weight per Box of 6...... pounds 1 1 14 114 


No. 59 


—— 





Short, stocky blade. Same mechanism as heavy sizes of 


No. 63 for right and left-hand ratchet and rigidity Exposed 
metal parts polished and nickel-plated 

Leneth blade, 1!. inches Length overall, 614 inches. 
Hardwood handle, mahogany lacquered. Weight per box 
of 6, 2!» pounds. 


Millers Falls Spiral Ratchet Screwdrivers 


S= wee = 











Automatically drives or draws screws and acts as left. 


right-hand ratchet or rigid screwdriver. These actions con 
trolled by shifting of knurled control sleeve and the spiral 
lock nut. Spiral is solid rod of fine quality steel, precisel 
machined, running in two manganese bronze spiral nut 
trolled by hardened tool steel ratchet D wls Long 
ut 
TI ( zes Ol special a CC I 
tested ( nished as re ( yment r 
ed bv drawine down 1 
h na t ( 
hell \}] ( 
nicks H 
- ; 
N 67A O1A 624A 
| | ’ 


With Automatic, Quick Return 
satemeteaemnhael . ~~ “Tah 
eee t= aay) 
a —a 


( 


670A 610A ( 





Note: Yankee Hand and Automatic Screwdrivers Can 


Furnished If Desired 





No. 727 Greenlee Angle-Screwdrivers 
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No. 261 Greenlee Socket Framing Chisels 


e 





ee _ 
Bevel edge: 1 ed hand] | | 
lengt 16 to 1 inche 
heavy-gage socket Polishe } 
handle. Nickel-plated, pressed ; 
Size it VA I, % 1 14, 1% 
Wt. per Doz. lb 71 Q] 11 oa ‘ 


| LEC H— Monvfacturers of Telephones Since 1907 
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BY FRANCIS X. WELCH ees ee RES 

WASHINGTON EDITOR PPR eg Sale ery ee rere tne ee 

Churchill's effort to undo socialism established by Britain's it be a sitting duck—a target for a sub 
bd serument chal +h l Sonts £ all l sequent change-over by Britain’s un 
abor gove ent cnatienges e close atrention of all people, certain and closely divided electorate? 
especially in the public utility industries, which stand in the a a a ae 


is that the “scrambling” process has 


“first trench" of opposition to advance of socalism in U. S. 
not yet proceeded very far in Britain’s 





TAY le , , steel industry. The Labor government 
rA socialism has been compared It was easy to capture the sick coal , 
: : aan ‘ , only took over control at the beginning 
cKsSand very asy to get industry, which was suffering from “is : : 
mec laa se of this year—after a bitter last ditch 
ery difficult, if not impos various complications, principally ob Sie jaa ‘ j; 
; y : +1 , ; . ; ae struggle by the Tories in Parliament. 
¢ ( ou of, without strong solescence. Britain’s telephone industry , : . 
, ’ ‘ 13 What’s more, the Labor government 
§ ince. It is for this reason was nationalized decades ago, almost at 1 th bl “a 
’ . , , wa anxious t avoid the DbDiundering 
t S being taken by Winston the very outset ot its aevelopment. _ ; " : : 5 
. " 1 mistakes it had made in other nation 
é Conservative govern The other public utilities—gas, tram Bs ee 7 : 
t Reis ‘ a 1] alization programs—notably coal. So 
rea Britain challenge the ways, and electricity Still remaining ; . 
, . t proceeded very slowly. It did not 
n of people a er the partially in private hands, were so : jee 
‘ : want to tear down the efficient appa- 
ive a vita nterest in so hamstrung by multiple regulations and . ; 
i ee ee shi ratus of operation and management 
yme i That vould cel so innfiitrated by municipal plant con , : 
é, whic rivate enterprise hi succes: 
le a tblic util ndus petition that they could not put up a hich private enterprise had - ess 
: » i 7 . fully ste l > Thus " ‘:OMmM- 
United States. hecaus ther viworous defense against the Labor Tully established. Thus, the ole co 
wie 7 : é : pany structures all still remain intact. 
e first trench in the struggle government’s demands for all-out so : 
:, ; _— The old management from the front 
e advance of socialism in cialization. And so they fell victims to a a4 = 
, ras : : ae? office through the supervisory staff was 
nationalization, and probably will re- : 
f , ; aT persuaded to stay on for the most part. 
Tror ng Chnurenill, ! main so. . 
+} cialistic worl f Only at the top was there superim 
{ SO ALISLIC WOTDRK Ol >..¢ +} Paced ch e ea] in 1) at weg at = - 
ee hes tar ‘ Bu e British steel industry’s grea posed a sort of holding company of 
a fsovernme! i / S i abor’s eves was that it was 
si tiie Uiiias calli Lab eyes was that | _ Labor government directors. 
pi alanias Seabees cai i successful. It was doing its job very ; ‘ 
In an entirely different ae ; , Eventually, of course, the socialists 
vell under private ownership. Its la : 
cu es rival the great his ' , fully expected to get down into the 
. bor relations were good; its equipment . 
which faced Churchil . : 1. personnel structure and to make a lot 
; was modern; its production Was ex : : 
( ( ered his famous exho1 + of changes after they had learned the 
panding. Its main problem was _ the : 
‘PD } ee Ww ” : < > » avare . . 1 
Blood, Sweat, and Tears incertainty of coal supply. The blame ropes. But to the average worke1 
ths of Britain’s militar, ' : , : ‘ the Britis] e] ustr even in the 
fers pritai eee for that had to be placed at the door e British steel industry, salir 
World War II. But the : eye r ies Pe management bracket, the government 
of Britain’s bogged down socialized 
man characteristically has See control during the past 10 months had 
~ite coal industry. 
from attempting what meant little outward change. It was 
The theorists o ran the Labor 
omists and writers, ove The theorists who ran the Labo more than a merely nominal or tem- 
oO” ay »} aro > ft if stee . 
have indicated may be %0Vernment argued that if the steel porary government supervision—such 
: vatry coul > taken over. it would Ri % : 
to reverse the tide of industry could be taken over, it woul as the “token” government seizure of 
] = . . > 
: . 1e figeh t rest ; 2 . 
Ss} vith the approval of knock the fight out of the rest of Brit our railroads in the United States to 
. . 9in’s yaniutaec ‘ing i . @) . me: 
electorate. ain’s manufacturing industry. ne by block labor disputes. The British so 
Spe , Churchill has given no one, they could then be nationalized,  gjalists were playing for keeps. They 
( h the recent King’s ad .ccording to a timetable of the Labor were merely moving slowly to avoid 
new Parliament) that he %°V€rmment’s own choosing. Control mistakes. 
ep his ¢ impaign } romist of steel would give th government 
ce S Ce align pre se e : 
See e repeal of the Labor gov- virtual veto power of other major in- The Hard Road Back 
as : . ' dustrial operations, anyhow. Finally, ad : oe 
itionalization of the iron 5 | ai oe Therein seems to lie Churchill’s op- 
ERRTE H = it would mark the first advance of ‘a : : 
lustry. e is going to do as ; portunity. The technical aspect of re 
S ; . aes state socialism beyond the first trench : : 
1s Slim majority in the ; é pce peal and the return of ownership to 
The fic ‘ee | of public utilities. It would mean an és ” 
he fight is bound to be ; ; the men who have been “bought out 
ectic. Tl Labor vover economic break-through, which would ; a ex 
ctic. 1e Labor govern- ; : 3 will be simplified. True, the new pri 
ent trated PA Ie eee signalize the real defeat of the hard 
ated on overthrowing pri- : vate ownership proposal will have to 
ite ¢ ise in Britein’s ir aad core of private enterprise. : ; eS . ; U 
Is ain’s iron an command investor confidence. nde? 
Stee - . . ‘ . . ‘ . oge ° 
ry because that industry Can Churchill turn the tide? As for prevailing circumstances that would 
‘Sones atest single industrial em- getting a repeal law through Com- seem to be most optimistic to expect. 
arras . . : J ; 
: to the doctrinaire so- mons, he can probably manage it by a A return of the steel industry to pri- 
Clalists s ‘ P ‘ a 
eee close vote. But will it stick? Or will vate ownership would also have to be 


NOVEMBER 17, 195} 13 





conditioned 
ernment 


upon a retention of 


regulations. 


pov- 


That is the price the Tories will have 
to pay for the corroding influence of 
the steady drum-fire of propaganda 
about the evils of monopoly and private 
‘apitilization, which the laborites have 
been dinning into the ears of the Brit- 


ish people for years and years. In 
short, it will be a long and arduous 
road back. But if he wins through in 


this Churchill will have 
done something which apparently has 


never 


one instance, 


been done before in known po- 


litical history—unscrambling the eggs 
of socialistic infiltrations by voluntary 


action of a people ’s government, 


Socialistic governments have changed 
But they never reformed them- 
They had to be knocked 
In past history, they have had to col- 


before. 
selves. down. 
lapse of their own weight before being 
mopped up by a completely new setup 
(military the case of 
Roman socialistic experiments; foreign 
the 
terms of 


dictatorship in 


invasions in case of decadent 


Greece). In political devel- 


this would be tanta- 
mount to saying that the only way to 
get rid of 
badly it 


tionary 


opments today, 


socialism, no matter how 


may operate, is by revolu 


means, setting up a complete 

Churchill 
thinks he can do it quietly and orderly 
and piecemeal, with the approval of the 


electorate. 


new government structure. 


right. He 
certainly deserves the chance. 


Perhaps he is 


Repeal of steel nationalization is the 


only step in prospect so far. It is 
noteworthy that even Churchill dares 
not suggest the repeal of other popu 


lar welfare legislation, such as social- 
These 
the 
Labor government gave to the people 


ism’s public medical assistance. 
and other public favors which 
must still be carried on at the expense 
of a growing British deficit. 
capitalist 
called 


America’s 


dollars ironically will be 
benefits 


because Britain is still spending more 


upon to finance these 
This is the real chal- 
lenge facing British democracy. 
the public 
selves all kinds of benefits out of pub 
lic funds, they be 
fiscal 


than she makes. 
Once 


has learned to vote them 


can persuaded to 


cease, short of collapse of the 


government structure? 


Thoughtful 
state 


present critics of 
(and where it leads) 
very optimistic. Amer- 
ican writers Henry Hazlitt, Edwin G. 


day 
socialism 


do not seem 


Nourse, David McCord Wright; the 
British professor, John Jewkes; the 
German, Ludwig von Mises, all sug- 


gest that there is something about the 
very nature of democratic action which 
makes popular majorities 
vote away 


unwilling to 
enjoyed. In 
other words, these writers suggest that 
not 


benefits once 


socialism is 


14 


just another experi- 





In Next Week's Issue 


To help toll traffic supervisors 


and operators get ready for the 
coming Christmas — traffic — it’s 
going to break records again— 
TELEPHONY will publish in an 


article next week a check list of 


practices and plans. 
The article will be by Ralph R. 
Mabbs, contributor to TELEPHONY 


since 1947 and author of the 
eleven article series, ““Along the 
Toll Line.” 

Look for the traffic article in 


the Nov. 24 issue. 











ther 
But is 


the democratic 


ment which can be tried and 


dropped if it is found lacking. 


it really inevitable that 


Samson, once persuaded by socialist 
doctrine and promises to the mass in 
dulgences of a welfare state, must go 


on using his strength to bring dow: 


the economic roof over his ow head, 


rather than choose the hard road of 


necessary economic discipline? 


Such harsh views has been voiced fo. 
many, many years. 


Lord 


Over a century ago, 


Macaulay called the suprem 
acy of the electorate, under our Ame}? 
ican Constitution “atl sail and no ai 
chor.” The great British economist, 


John Stewart Mill, wrote: “Every func 


tion super-added to those already 
exercised by the government causes its 
and fears to be 
diffused, 
the 
the 


government, or of 


influence over hopes 


more widely and converts 


and and 
part of 


the 


more more, active am 


bitious public into hang- 


ers-on of some 


party which aims to be government.” 
The fact that it is the government 
which does this thing, rather than some 


the disarming 
disguise which seems to make the proc 
right to : 


French 


individual or group, is 


ess all voters. The as 
tute 
Alexis de Tocqueville, said about 
in 1835: 


many 
Count 
this, 
“They console themselves for 


political observer, 


being in tutelage by the reflection that 


they have chosen their own guardians. 


Every man allows himself to be put 
on a leash, because he sees that it is 
not a person or class of persons, but 
the people-at-large who hold the end 
of his chain.” 

However, it was the great French 


legal moralist, Frederick Bastiat, who 


100 years ago came right out and called 


socialism a conspiracy for “organized 


stealing.”” He saw a moral degenera- 


tion in mass conscience, trained by 
the 
property and rights 


until society is either reduced to chaos, 


self-seeking politicians, to vote 


plundering of all 


or has to be taken over by the receiver- 
ship of dictatorship. 


Maybe 
well 


British 
this 
plundering of their own finan 


the 
started on 


people, 


business resources, will have 
the Maybe Chur 


persuade them to turn back bef 


hard way. 


The rest of t} 
including the United States, 


get in too deep. 


socialist infection has alre: 
trated our public utility field, c 
Churchill’s with 


profit. 


progress inte 
Lady Commissioner Remains 


Because of the 
the of the 


mittee, headed by 


continued 
part Senate Judic 
7 


Chairman M 
(D., Nev.), to act upon her 1 


as a U. S. district judge, | 
missioner Frieda B. Hennoc 
ing her job. She will rema 
FCC, where she has beer 
very good record, and let 
judgeship, to which she was 


1 
vo to someone else. 


Commissioner Hennock ha 
to take a temporary 01 
pointment, following the « 
congressional session Vhic 
act on her nomination. | 
clined President Truman’s 


recess appointment to the 


trict Court in New Yorl M 
made the offer after the 
met opposition from. the 


City Bar Association and 


tracked by the Senate Jud 


mittee. 
The President ‘reluctant 
to Miss Hennock’s' wishes 


Assistant Attorney Genera 


Edelstein a recess appoint 
court. In re 


Miss 


should go to 


ecting the 


rece 


ment, Hennock 


sald 
ship someone 
to take office at once in a 

ing so crowded a docket. S!} 
have given some thought 
saw about a bird in hand 


two in the bush. 


Battle of the Telephones 
W ashingto1 


revealed a rat 


Ray Tucker, 
columnist, has 
aspect on Soviet diplomati 
Washington, D. C 


phones. It 


which 
seems that in 


the large handsome struct 


N.W.., 


Embassy, there is a telephon 


street, which houses 


lines from the pole serve b 


door rieé 


next 
University Club. 


bassy and its 


Recently, something went 
the service at the staid, aca 
versity Club, patronized by) 
affluent 
the telephone company linema 


and ex-collegians 


the pole, his action brought 


(Please turn to page 
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[EDITOR’S NOTE: The first part of 


ie article appeared in the Nov. 10 
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relief to have the win 
On a 
Chun Su 
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r over with. day i 


te January, Bong 
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my office to see “Mr. Doc 
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KOREAN KOMPLEX 


By F. H. 


in my mind and announced I would 


bear the cost. Big hearted me—it 


came to about four cartons of cig 


arettes. I had hoarded them, especially 


since | suspected they had been stored 
on Okinawa and had been salt wate) 
soaked enroute to Seoul 


Whang is the 


Koreat commutl 


Now 


Im on the spot. He might 


. 1 
he refused the otfe. Abrupt! ne 
, , 1 

smilec a Sald ne yvouk nandie the 
+ + | « 

S a ! | Knew ne VO a an ( 
a | erybor \ Was nappy 
hyeve i VeeKs ate} VI ¢ ! 

S( ne some Vine I accidenta 

stumble into a shed ii me of the 

1 
storehouse compounds lt seou Q)) 


HARRIS 


nounces that it is all “arranged.” | 


says a “Jeepo” trip 


the 


him what. He 
the 


ask 


across country to east coast. 


He is sorry he forgot to tell me 
about it. 

Now all I have to do is procure one 
of the best of our beat up jeeps, make 


a multitude of arrangements and _ be 


off at the crack of dawn tomorrow, | 
know I have to go, since he has alerted 
every Korean in his organization from 


faces will be 
This 


racket 


Seoul to Samechock. Many 
the 


rets to be a 


ist if we do not make 


trip. 
ost face business 
sometimes. 

The 


following 


open wire line We have been 


Chunchon 


The 


between Seoul and 


rood eondition. 


appears mm 


wire 





A typical cable repeater station at Taegu in central South Korea 


raised platform, which Koreans slee} 


All were re 


and in good shape. This was 


on, were the six linemer 


covering y 
he first I had seen them since Whang’s 
decision. Their toothy smiles and 
' 


effusive gratitude 


one of the few 


were embarrassing 
It was 
warming experiences | 


Korea. 


Travel is Murder 


Miss Song insists I should learn hig 
Korean. Other Koreans in the depart 
ment argue that low Korean is more 
practical—and probably more consist 


ent with my character. I reflect, o1 
this May morning, that I have learned 
little of Miss 
Song’s disgust. 

Miss 
cut methods of 


Whang 


very either—much_ to 


Song is protesting my_ short 


learning Korean when 


storms into the room and ar 


must 


a wire breaks 


the 


stay up now, for if 


falls in a rice paddy during 


and 
harvest 


{ it 


rrowing and season it cannot 


means disturbing the 


the 


¢ repaired, 


ice or any loss of grain. Such is 


law, and there is no such thing as pay 


ment for crop damage. The rice is fa) 
more precious than any damage pay 
ment. 

Unknown to me, our progress and 


every move is relayed from village to 
village and town to town. By the time 
ve arrived at the first large town, 


things have been “arranged.” 


We 


post office, which is also the telephone 


round a corner and suddenly the 
Approximately 
the total of all 


two 


building, is 
100 


upon us. 
male employes, 
workers, have been 
and at full 


They 


lined up in 
in military 


old 
15 


rows attention 


fashion. are dressed up in 











Cherry biossom time in the ''Duck Soup"’ Palace 
grounds. 
blue Jap uniforms, and face the post 


office on the opposite side of the gravel 
road, 

The jeep is brought to a halt at a 
the 
and 


distanee from motionless 
Whang, Chin with 
great dignity, leave the jeep and me. 
They advance slowly down the middle 
of the road to a the 
center of the 

Suddenly, Whang faces the company 


discreet 


group. Lee, 


point opposite 


unarmed forces. 


and a mighty shout of welcome comes 


from a hundred throats. The _ local 
chief bellows orders, bringing forth 
more shouts, and still more. 

Next there comes much_ bowing 
hither and yon among the brass—big 
No. 1 bows of three full sweeps. <A 
final command from the postmaster 
puts the company at ease. There is 
heavy silence. Then Whang addressed 
them in such quiet tones and with 


such deep gravity I was immediately 


whisked from a to a funeral. 
Such was the procedure followed by 
Whang to his organization to 
the glory of Korea and bigger and bet- 
ter communications. 


riot 
“excite” 
The word “excite” 


more appropriate than such in- 
words as 


is far 


sipid “encourage” or “in- 


spire.” 
We arrived at Chunchon at dusk. 
The day had been rough. The com- 
bination of a decrepit jeep, chuckhole 
roads, cold K broken 


rations, a seai 


spring and a Korean driver made “oh 
my aching back” a reality. I looked 
forward to a decent meal at Colonel 
Gammon’s headquarters—and a_hori- 


zontal position. 

At the start of the next day’s jour- 
ney, we parked the jeep at the Chun- 
chon post removed our shoes, 
the front door 


and inspected the telephone layout. I 


16 


office, 


lined them up outside 


did not get much inspection completed. 
I was too busy chasing back and forth 
retrieving first one and then the other 
of those pesky straw toe slippers—al- 
ways required visit a post 
office. No matter how I tried, I never 
could keep them on—even skating 
across the floors did not help. 


when we 


Finally 


I settled for walking around in my 
socks. 

One hour’s inspection must have 
worn out all of the Korean employes 


for two weeks. Here’s the reason: At 


the smaller offices, the switchboards 
were at one end of the room and the 
post office in the other. The instant 


we entered the door thing's started roll- 
office clerks 
the din of 
which sounds like 18 carpenters bang- 
ing away at that 


enough stamps were cancelled at each 


ing. No less than six post 


start to cancel stamps, 


once. I am _ sure 
small town to establish a profit in the 
Korean for the 


next hammer 


post office department 


fiscal year. A _ kind of 
was used to end the life of the stamps, 
and they were really exterminated. 
the 


Every 


Likewise telephone business 


picked up. tiny operator 


was 
coining the yen for the communications 
bureau. there were 


Apparently SIX 01 


eight four-alarm fires to be handled 
locally, and toll business made all pre 
“Yob 
Say o! Yob o 
Then ev 


vious peak loads look like pikers 
(hello) Yob oe 


until we departed. 


Oo say o! 
say o!” 
eryone must have collapsed. 

The night at Kangnung passed with- 
There 


rifle shots—once several shots close to 


out event. were a few distant 


gether—but nothing unusual. 


Today we are to go north from 
Kangnung along the coast to a town 
on the 38th parallel. But we will not 
cross the 38th—that’s for sure. The 
parallel is about 20 miles north of 
Kangnung. Whang excited the Kang- 
nung employes, and we get a _ late 
start—but no matter, we have all day. 








This Korean has no horse to 
fore, he is the ‘ 





pull his cart; there 
‘horse.’ 


On the way out of Ka 
pass the police station whi is 
fectly quiet and normal las 
day, however, it Is Su 
barbed wire and at the f 
an elevated slanting 
mounted a machine gui | 
the gun on the platfon 
policemat finger on the 
ways have a funny fee 
front of those things. T 
gun commands three stre 
ing on the police statio 

We wiggled our way up 
coast through several s} 
of which were “same same” 
ance. Somehow I could cde 
in attitude in my compa! 
approached the dreaded 58&t Wi 
accumulated two extra 
Kangnung telephone “hea 
even their chatter did 
spell. 

We arrived at a town, 
bordering on the 38th. A 
yards beyond this last of S K 

(Please turn to page 
% 
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Kim Pil Young (in white shirt) surveys an emergency power installation. 
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Pre-Conversion Outside 
Plant Rehabilitation 


By A. 


A. WILSON* 


Member 


USITA 


[EDITOR’S NOTE: This is an ad- 
ented by Mr. Wilson 


convention of the 


T« le phone 


before 
United 
A SSO- 


are € 
t hie } ent 
Inde pe ndent 


Sta lé 


CuLtLO 


conversion 
the 
both 


with dial 


necessary 


nection 
from 


projects 1t 1S 


standpoint of conservation of 


and manpower to undertake 


ch plant replacement work in 


eparatio} ror a given conversion as& 


satisfactory re- 


insure 


t-over. In most cases it is 


standards of pla 


Lich the experiences of some 


have indicated should be met 


reatly exceeded when plant 


| ents are planned in prepara 


conversion. 


is to perform only those 


are required to in 


for fu 


routine 


ts whicl 


( ce protection, leaving 


( acements on a basis 
a f plant having two years 
i e beyond the scheduled cut 


make these considera- 


ctive, full discussion should 


ne taken with all supervisory 


sonnel involved in a given 
¢ , and they should in turn is 
plans for the 

Detailed 
» be | TH 


he extent of 


exchange to 


( fie 
¢ ted. instructions 
replacements 
prepared in writ- 
the 

phases of 


( e should be 


foremen in 
the 


‘urnished to 


Cha | Tt} 


ne Various 


Replacement of Defective Plant 


U ac- 


for 


ich items of plant 


be 


are 


as 


la fective should set up 


re] t as follows: 
f ne. Replace poles which are 
or so split, cracked or rotted 
at { ound line as to have insuffi- 
ngth to carry the attachment 
a ne of cut-over. All poles hav- 
after 


the 


life or 
the 


ing , ca . 
5 vears of 


Si more 
the « ver date on basis of 


plant iperintendent of Ilinoi Con 


me Co., Mattoon, III 
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Plant Committee 


remaining sound wood at the ground 
line should be retained in service, re- 
gardless of the type of timber. Poles 


to be unsafe to climb should 


be replaced. Check for slack and broken 


judged 


guy wires during pole line inspection. 


Cross-arms. Replace cross-arms 
which are broken or so rotted or split 
that they will not hold the pins. Cross- 
arms having two years life or more 
after the cut-over date should be re- 


tained in service, provided sufficient 


strength remains to meet the 


Straighten 


proposed 


wire loads. cross-arms 


where necessary and repair or replace 


defective braces. 


lron YW Cc. 


Replace iron wire which 


has rusted to a point where the diam 
eter is reduced approximately 20 pe 
cent, or which has become so brittle 


that it cannot be spliced with compres 
All 


out of 


sion type sleeves. hand joints 


cut existing wire 


should be 














leads. Twisted sleeve joints may be re- 


tained unless tests made in connection 


with line balancing show them to have 
excessive resistance. Compression type 
sleeves should be used to replace de- 


fective wire splices removed. Use ex- 


tra long compression sleeves as re- 
quired for repair work. Where the 
number of defective sleeves or hand 


joints is excessive, replacement of the 


wire may prove more economical. 


Cable. 
to replacing cable under 


Consideration should be given 
the following 


conditions: 


be 
re- 


(1) Where a 
replaced at 
pairs. 


length can 
the cost of 


short 


less than 


(2) Where the cable sheath is crys- 
tallized. 

(3) Where small size cables are in- 
volved and cable relief plans require 


larger cables. 


Drop Wire. 
ing rotted and frayed braid. 


Replace drop wires hav- 
Cut 
splices in drop wires which visual in- 


out 


spection indicates are likely to cause 


trouble. Retain in service drop wires 


on which the braid is whole and the 
splices (if any) appear, on visual in- 
spection, to be well made. 

Inside Wire. Inside wire should be 
retained in service unless a visual in- 


the of 
future service interruptions from slack 


spection indicates probability 
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CONSERVATION OF CRITICAL MATERIALS 








wire, poor splices, etc. Where triplex 
wire is required for divided ringing, 
existing duplex wire must be replaced. 

Station Arresters. All arrester 
grounds should be tested, existing ar- 
resters inspected and missing arresters 
installed. 


Rehabilitation of Retained Plant 

The plant which is to remain in serv- 
ice should be inspected and repaired as 
required. Following are some of the 
items requiring careful attention: 

Wet Weather Testing. Wet weather 
testing during periods of rainy weather 
to detect low insulation conditions in 
the outside plant, repairing of condi- 
tions detected by the test to assure 
proper insulation resistance of lines to 
avoid breakdown during dialing, and 
retesting after repair during the next 
rainy detected 
condition has been corrected, should be 
completed before the cut-over date. 

Cable. All taped splices should first 
be removed in the cable plant. If there 
is some question as to the condition of 
the cable insulation, it should be tested 
with a Megger test set. The terminal 
face plates, of course, should be cleaned 


period to assure the 


before making this test. 
Clear all tree rubs and power con- 
tacts. 
Inspect at 
sheath 


each pole and_ repair 
ring cuts, 


method if 


openings and deep 
using spot 


feasible. 


type soldering 


Check cable ends for old power and 
lightning burns as evidenced by trou- 
ble splices. Megger check to 25 meg- 
ohms per mile should detect charred 
insulation. 
slack 


Remove excessive caused by 


bowing. 
Replace missing rings or sleeve sup- 
ports. 


Check cable protection for adequacy 


and protector grounds for high re- 


sistance. 

Clear all cable trouble covered by 
current trouble tickets. 

Check cable terminals for condition, 
and repair or clean as required. 

Open Wire. Clear all tree contacts, 
and clear brush off line. Cut out all 
hand joints, pull up slack wire, re- 
place broken or missing tie wires. Re- 
place broken or 
Test 


(listening 


missing insulators. 


lines for noise and cross talk 
test), and re-balance and 
transpose lines if required. Check line 
arresters and condition 
required. Check for 


necessity for additional line arresters. 


grounds for 
and repair as 


Drop Wires. Clear all tree rubs and 
power contacts. Clear contacts with 
buildings, ete. Pull up slack as _ re- 


(Please turn to page 48) 
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TEMPERATURE CONSTANT TABLE 


REDUCING OHMS TO FEET AND FEET TO OHMS 


NO. 14 A.W.G. COPPER WIRE 


FEET PER | OHMS PER | DG. FEET PER 


OHM FOOT FH. OHM 

360.08 0.002776 | 50 £12.17 
360.94 0.002770 | 49 113.03 
361.80 0.002764 | 48 113.89 
362.67 0.002758 | 47 114.76 
363.53 0.002752 | 46 £15.52 
364.41 0.002746 15 116.39 
365.27 0.002740 || 44 117.25 
366.14 0.002735 || 43 118.11 
367.00 0.002729 12 118.98 
367.87 0.002723 | 41 119.84 
368.73 0.002717 10 120.71 
369.60 0.002711 | 39 421.57 
370.46 0.002705 || 38 422.44 
371.32 0.002698 || 37 | 123.30 
372.19 0.002690 || 36 | 424.17 
373.05 0.002684 | 35 125.03 
373.92 0.002678 | 34 125.90 
374.78 0.002672 || 33 126.76 
375.85 0.002665 32 127.63 
376.71 0.002659 || 31 128.49 
377.58 0.002653 | 30 129.25 
378.44 0.002647 29 130.12 
379.30 0.002640 28 130.98 
380.17 0.002633 27 131.85 
381.04 0.002627 26 132.71 
381.90 0.002621 25 133.58 
382.77 0.002615 24 134.44 
383.63 0.002609 23 135.31 
384.50 0.002603 22 436.17 
385.36 0.002597 21 137.04 
386.22 0.002591 20 137.90 
387.09 0.002585 19 138.77 
387.95 0.002579 18 139.63 
388.82 0.002573 17 140.49 
389.68 0.002567 16 141.36 
390.55 0.002561 15 442.22 
391.41 0.002556 | 14 143.09 
392.28 0.002550 | 13 143.95 
393.14 0.002545 12 144.82 
394.01 0.002539 =| 11 145.68 
394.87 0.002533. | 10 146.55 
395.74 0.002526 9 147.41 
396.60 0.002521 8 148.28 
397.46 0.002516 7 149.14 
398.33 0.002511 | 6 150.01 
399.19 0.002505 | 5 150.87 
100.06 0.002500 1 151.73 
100.92 0.002495 3 152.60 
401.79 0.002496 || 2 153.46 
102.65 0.002484 | +1 154.33 
103.52 0.002479 | oO 155.20 
404.38 0.002474 all 156.06 
105.25 0.002469 || —2 156.92 
406.11 0.002464 | —3 457.79 
406.98 0.002459 | —4 458.65 
407.84 0.002453 || —5 159.52 
408.70 0.002448 || —6 160.38 
109.57 0.002442 || —7 461.24 
110.43 0.002437 | —8 162.11 
411.30 0.002432 || —9 162.97 


OHMS PER 


FOO! 
0.002428 
0.002423 
0.002417 
0.002411 
0.002406 
0.002400 
0.002395 
0.002389 
0.002384 
0.002379 
0.002373 
0.002368 
0.002362 
0.002357 
0.002351 
0.002346 
0.002340 
0.002335 
0.002329 
0.002323 
0.002318 
0.002312 
0.002307 
0.002303 
0.002298 
0.002294 
0.002289 
0.002285 
0.002280 
0.002276 
0.002271 
0.002265 
0.002259 
0.002253 
0.002247 
0.002242 
0.002238 
0.002233 
0.002227 
0.002222 
0.002216 
0.002211 
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0.002205 | 
0.002200 | 
0.002195 
0.002191 | 
0.002186 | 
0.002181 — | 
0.002175 
0.002170 
0.002 166 
0.002161 
0.002 158 
0.002 154 
0.002 119 
0.002 145 
0.002 | 10 
0.002 (34 
0.002 129 
0.002 | 25 
sees 
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guided planning” 
1S TOMOMOW § 


A) communications 
| Wsulance 


VEN Lloyd’s of London probably would hesitate 
anf to write a firm policy insuring delivery of 
the exchange equipment that any Independent Telephone 
Company will need in, let us say, 1953. Nevertheless, it is 
a firm conviction here at North that YOU can virtually 
write your own insurance of delivery. 
We do not believe in miracles, but we know the miracu- 
lous effect of “guided planning” in overcoming shortages, 
restrictions and limitations. By guided planning we mean 
sitting down with qualified communications engineers far 
in advance of actual needs and letting them guide your 
planning with the aid of their vast experience in the logistics 
NOW . of installation. This means that our production plans can 
W iis the Sent Gane over te be geared, on a long-range basis, to the future needs of 
expand the income of your 
existing plant by selling more 
PABX service. Use North's to demand. 
PABX sales plan; it’s FREE. 


independent companies. Just sort of synchronizing supply 


Speaking for ourselves, we say . .. set your planning 
sights years ahead; note the steps you must take to achieve 
your ultimate plans; then, before your estimates become 
“immediate” 


cat on NORTH 


THE NORTH ELECTRIC MANUFACTURING COMPANY 


Originators of ALL RELAY Systems of Automatic Switching 
1430 South Market Street, Galion, Ohio, U.S.A. 
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OST telephone companies mark 

poles with a painted red cross 

to designate that they are due 
for replacement. 


This is a very good practice since it 
definitely shows poles that are sched- 
uled for replacement and, in addition, 
it is a warning to linemen and trouble 
shooters not to climb poles so designated 
unless certain safety precautions are 
observed. 

e ee 


It has been said: “Decide an argu- 
ment between two of your friends and 
you lose one; decide an argument be- 
tween two strangers to 
gain a friend.” 


you and you 


The writer recently was present at 
several demonstrations of Ka-Mo hori- 
zontal earth boring equipment in Wash- 
ington, D. C., and vicinity. 
electric or 
inches to 36 


either 
are 3 


drills 
air powered 


These are 
and 
inches in diameter. In one demonstra- 
tion, a 38-inch drill was extended from 
a basement under the sidewalk and into 
the basement on the other side of the 
street. Rocks were encountered from 
time to time which slowed the drill, 
but did not stop it. Nor did these rocks 
alter the course for the drill arrived 
only a few inches from the point de- 
sired after a horizontal travel of about 
40 feet. 


During another demonstration an 8- 
inch drill was extended under a high- 
way and quickly arrived at the other 
side directly on the target. 

Certainly these drills should prove a 
worth while investment for any utility 
company. It is believed that elimination 
of the necessity of removing pavement 
on two average jobs should, in 
cases, pay for the drill. 


most 


Recently we chanced to overhear a 
discussion between two high-ranking 
Signal Corps officers as they read an 
article from The T ele- 
phone News, describing the efficient 


manner in which the telephone people 


20 


Southwestern 


handled the job of restoring communi- 
cations after the Kansas flood. 

These officers then noted a picture 
of President E. M. Clark, alighting 
from a plane at Topeka, Kan., after 
having made a survey of damages from 
the air at Kansas City, Ottawa, and 
other Salina. One 
said: “Yes sir, old ‘Monk’ has certainly 
had a lot of flood experience and by 
this time he should be 
expert in 


points on out to 


classed as an 
directing the rehabilitation 
of flood damage to telephone plant.” 
that President Clark 
division construction superintendent of 
sell of 
Pennsylvania, during the flood in that 
1936. The two Signal 
officers had been Bell employes in Pitts- 
burgh at the time, too. 


It seems was 
the Pittsburgh division, of the 


city in Corps 


eee 

It is more difficult to get into a Bell 
telephone exchange these days than it 
is to get into the Pentagon in Wash- 


ington. 
e @ @® 


The use of metallic rectifiers is defi- 


nitely on the increase in the telephone 
This type of rectifier is now 


from two to 2,5u0 volts, and 


industry. 
available 
from a few watts to 


in power sizes 


10 KW. 

The principal advantage claimed for 
metallie rectifiers tube type, 
in the larger sizes, is that the rectify- 
ing element is not an expendable part. 


over the 


This feature is especially desirable 
when rectifiers are located in unat- 
tended exchanges. 

The disadvantages of metallic recti- 


fiers are that they generally 
than tube type 
and they are more sensitive to higher 
surrounding temperatures. They 
also more expensive to install, but often 
prove a better investment when the 
of tube replacement over a 


require 


more space rectifiers 


are 


cost long 
period of time is considered. 

Metallic rectifiers are used primarily 
in the telephone exchange for the 
charging of storage batteries. There 
are, however, many applications where 


DC power is used direct from the recti- 
fiers to operate various types of appa- 
ratus. 

In general, metallic rectifiers do not 
lend themselves as readily to automatic 
regulation as do rectifiers. 
However, by the saturable re- 
actors and magnetic type amplifiers to 
control the alternating voltage applied 


tube type 


use of 


to the stacks, excellent regulated metal- 
lie rectifiers built and 


n telephone 


are now being 


worth 
exchanges of all sizes. 


are proving their 


Someone has that 


is like a cloud without 


said willingness 


without action 
rain; there may be lots of thunder and 
lightning, but no 
watered. 


parched ground is 


We frequently hear the remark made 
that telephones are most important and 
necessary for use in an emergency. 
This 
used often to call police or the fire de- 
partment 


is true, of course, and they are 


when help is required in a 
hurry. 

However, in the event of a planned 
robbery, it is usually very easy to dis- 
able any residence telephone. This is 
generally true even if the planner of 
the robbery has no knowledge of tele- 
phone plant, for the wires are usually 


obvious and in most cases may be cut 


easily, often without the need of a 
ladder. Strange as it may seem, Wé 
seldom hear of telephone wires being 


cut before a robbery is committed. 


In this rstand 


connection, we wu! 


that there is a trend at the present time 
toward the use of more und ground 
telephone service connections r wal 
dences. Moreover, many ar yw m- 
sisting that, when wiring ist be 
run on the outside of the hous' must 
be encased in metal conduit. 

Perhaps someday we will sub- 
scriber lines that will be so tected 
that an alarm will be soun: f the 

until 


wires are cut or even tapped. 
then will we have complete 
security. 


phone 
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For Everything. i 
FROM THE BOTTOM OF THE HOLE TO THE TOP OF THE POLE 


Machine Bolt |_ 





Square Washer { 
Carriage Bolt 





eras 





Wood Pin — 





Double Arming Bolt \ 





Square Washer J 
Wood Crossarm 





Flat Crossarm Brace 





Lag Screw — 





Tie Splint 








Oak Bracket 
Guy Plate — 
Guy Hook 
Guy Clamp 
Eye Bolt 
Swinging Clevis 











Porcelain Strain 
Insulator 


Nicopress Offset 
Dead End 


Split Bolt 
Connector oe 
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Steel Guy Strand 





Guy Guard 
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,..Call GraybaR 


Why spend time shopping 
around for pole-line equipment 
and supplies? From nearby 
Graybar you can fill all your 
requirements with just one 
order —and be sure you're get- 
ting dependable items. Gray- 
bar, pioneer supplier of pole- 
line items to the independent 
telephone industry, hasalways 
selected only proven products 
of leading manufacturers who 
serve the independent tele- 
phone industry. 

Your local Graybar Repre- 
sentative is anxious to make 
your order his personal re- 
sponsibility. He'll help you 
plan ahead to assure on- 
schedule deliveries. In addi- 
tion, the experience of a Gray- 
bar Telephone Specialist is 
always available to help you 
solve any unusual technical 
problems. 

Besides pole-line supplies, 
Graybar can provide every- 
thing you need for wiring, ven- 
tilating, or lighting your build- 
ings—plus “intercom” systems 
to speed your office work. 
Graybar Electric Company, 
Inc. Executive offices: Graybar 
Building, New York, N. Y. 


119-2311 


IN OVER 100 PRINCIPAL CITIES 








PLANT MAN’S 





Q. We have a new common battery 
that 


about a year and we are beginning to 


system has been in service for 
have a lot of trouble with cross-ringing. 
This cross-ringing appears to be between 
the end cable terminal and the switch- 
the 


probable cause of this trouble and what 


board. Can you advise us as to 


action may be taken to clear it? 
A. It is our opinion that your cross- 
ringing trouble is probably caused by 


low insulation resistance in your cable 
that 


all pairs in your cables for leakage. 


plant. It is suggested you test 


This can be accomplished by the use 


of a voltmeter or ohmmeter. If the 


greater part of the pairs show leakage, 


this is most likely the principal cause 


of your trouble. 
Be sure that all protector blocks, both 


on the main frame and in eable tei 


minals, are clean and in good condition. 


Make certain also that all drop wire 


is in good condition and clear of trees. 
If the leakage is in the cable, then 
a test should be made to determine 


which splice or splices are defective. It 
will then probably be necessary to open 
these splices, dry out the moisture and 
close them. 


If the leakage is in the cables, a check 


should also be made of all cable ter- 


minals. 

Test to make certain that you do not 
If this is the 
case, clean all face plates of dirt 


have face plate leakage 
, cob 
webs, ete. 

e ee 


. We have an underground conduit 


construction job in which it is necessary 


to place at least four ducts under a 
concrete street 40° feet in width. In 
your opinion, will it prove more eco- 
nomical to tunnel this street and lay 


the conduit, or must we go to the ex- 
pense of cutting the concrete pavement? 

A. Tunneling is a slow and expensive 
process, and laying conduit and _ back- 
filling the tunnel is always expensive 
difficult. doubtful 
if the authorities in your locality will 


and Further, it is 


permit a tunneling job under a street 
of this width. 


However, we would not suggest cut 


ting the pavement if it can possibly 
be avoided. 

It is recommended that you investi 
gate the use of one of the horizontal 


earth boring drills which are currently 
available. These machines do an excel- 
lent job and even though it might be 
necessary to than one hole 


to provide space for the re- 


bore more 


in order 
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quired number of conduits, such a pro- 


cedure would prove a much cheaper 
and quicker means than either tunne!- 
ing or cutting the pavement on a job 
such as yours. 
e ee 

. We are presently using steel pins 
on heavy corners on many of our open 
wire leads to provide greater strength. 


We note that insulators frequently break 


and crack on these pins with greater 
frequency than on all-wood pins. Can 
you suggest a remedy ? 

A. It is not understood why gilass in 
sulators should break on these pins 
with any greater frequency than o 
wood pins carrying an equal strain. 
However, there is a rubber bushing 
which is now available for use on ste¢ 
pins in lieu of the conventional wood 
bushing which is supposed to absorb 
shock better. 

It is suggested that you give this ne¢ 
rubber bushing a field tria 

e @¢ e@ 


Q. What 


be claimed 


advantages. if any. are to 
for twisted pair drop wire 


over the parallel type? 


A. Perhaps the greatest advantage 
is that twisted pair wire permits the 
conductor separation without expos 
the rubber insulation to the destruc 
tive effects of sunlight. It must be 
pointed out, however, that some of the 
new parallel type wires which mak 
use of neoprene and other plastic ec 
erings have a long Service life despite 


this apparent disadvantage. 


"WHICH WAY BACK 10 THE CIRCUS? 
VE TAKEN A WRONG TURN SOMEWHERE ” 





Q. What type of building should be 
the ng of 


a small, unattended dial telephone ex. 


constructed for use in hou 


change? 


A. One of the first 


and pet s the 
most important rule to be observed jg 
to make the building as nea fire 
proof as possible. If the fram k of 
the building is of frame cons ction 
an asbestos shingle covering hy 
used on the outer walls an the 
roof. The style of building 1 be a 
matter of opinion. However, it ou 
always present a pleasing a} ane 
and not clash with the archite e of 
the surrounding’ neighborhoo¢ 
If located in a _ residentia ction 
then the exchange building re- 
semble a_ residence. some ¢ ini 
prefer bricl frame ) 
nes, as suggested by ( ent 
! a cel ii} ( ! r I ¢ 
etc 
For example, some , 
venerally be e( ed 
temperature | < hye 
emperature na ! 
ment, but prove « 
cult to co e¢ 
i cok 01 \ ( 
elect c neaters ir'e 
il ttenae ¢ ( ( 
eating es 
sol climates 
ngs may present 
Sé rf ce imran ! 
1) necessa 
In genera eX¢ 
ould be ‘ 
eal e floor at 
nea tne ce Ve 
Sua \ e¢ red the 
he e t i r | 
mates, a five ne ive 
i cement ¢ - 
Glass block 
the conventiona type 
good advantage. T] 
mits the entrance of s 
excludes all dust ar { 
e ee 
. Please advise whether eve 
bolt or the wrap method of g is 
considered the most satisfact 


A. We 
that either 
Actually, 

+ 


satisfactory, if prop 


would not atten 
method Ss 
other. both met 
tirely 
Some 


engineers pret 


method when extra heav 


involved. Others claim 


guy has a choking effect 
prove harmful on extra hea 
Still others claim that bo 


for an eye-bolt is likely to 


though to our knowledge t! 
been proved conclusively 01 
age guying job. 
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ne companies installing automatic equipment must have the greatest certainty 
certainty that the equipment will supply modern. high grade telephone 


or mal vears: certainty as to what its operating and maintenance costs 


long perience in operation can supply the facts by which such vital 
lents ¢ be reduced to certainties. 
ver Automatic Telephone Equipment. manufactured by Automatic Electric. 


atic switching equipment made for Independent companies that 
In | ong enough to meet that test. The telephone company that buys 
Iprne nows, in advance. what it will do and what it will cost to operate 
tdl tT} 











Our Experience in Financing 
Small Independent Companies 


By P. J. LUCIER 


Special Finance Representative 
Stromberg-Carlson Co. 


HERE has been so much written 
and said about the postwar expan- 
sion problems of Independent tele- 

phone companies that it seems pointless 

to review in any detail the history of 
the industry these last six years. Cer- 
tainly the Independent operating com- 
panies need not be told 


what have been their troubles. 


themselves 


As a manufacturer, it has been our 
contention that the Independents have 
had no problems that good management 
We believe 

manufac- 


and dollars could not solve. 
that the 
turer, 


story of how 


with the 


one 
and advice 
of the Metropolitan Life Insurance Co., 


assistance 


set about to remedy in part the small 
company’s debt finaneing problem is of 
interest to the entire industry. 

manufacturers 
probably the first 


Independent were 
segment of the in- 
dustry to become aware of the size of 
the job 


operating companies after the war and 


which faced the Independent 
this meant in terms of 
1946 and 1947 the backlog 
for equipment and supplies of all manu 
facturers 


to realize what 
dollars. In 


tremendous 
While the demand for service hit 
and 


reached propor- 
tions. 
large small operating companies 
alike, it was evident that manufacturers 
could not be expected to extend financial 
aid to operating companies, many of 
which were (in terms of assets) several 
times than the 


larger manufacturers 


themselves. 

These larger companies, the Class A 
and group companies, were better pre- 
pared to meet the financial problems 
resulting from expansion and conver- 
sion programs. They were not stran- 
office of the broker or at 
the door of large lending institutions. 
Their books were in order, they had a 
record of dividend payments, and the 
money lenders and the public knew the 
financial maxims of the business. They 
met inflated expenses 
petitions for rate increases. 


gers in the 


operating with 

This was not at all true of companies 
of less than 2,000 stations. In the years 
prior to World War II they had, as a 
group, met normal growth out of prof- 
its and depreciation expense. Far too 
many had treated capital additions as 
expense, With the result that “‘telephone 
plant in 
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service” was understated on 


Since January, 1951, Stromberg-Carlson Credit Corp., under 

arrangements made with Metropolitan Life Insurance Co., has 

been providing long-term financing, up to 20 years, to oper- 
ating companies. 


their books—if indeed there were any 


“books” at all—undermining their very 
life, the rate 
often 


base. Depreciation was 


overstated for tax advantages, 
further destroying that base. Charges 
were seldom made against depreciation 
reserve when plant was retired. Lack 
of competent accounting advice has cost 
good hundreds of thou- 


these people 


sands of dollars. 


It is to this group of Independents, 


probably 90 per cent of the industry 
company-wise, that manufacturers have 


felt a heavy responsibility to aid fi 





P. J. LUCIER 


nancially as well as to assist them 


in their engineering and 
problems. 


management 
These companies are largely 
family units, many now into their third 
generation. They are intelli- 
gent, industrious, middle-class folks— 
the very backbone of the Independent 
industry. On their failure 
hinges the answer to whether telephony 
in America will be run by individuals 
or by government. 


honest, 


success or 


The first evidence of their plight ap- 


peared on the suppliers’ open account 
ledgers soon after the war when com 
panies, which had never failed to have 
that check in the mail by the tenth of 
the month, began falling 30 to 90 days 


behind. In many instances the suppliers 


took installment notes for such amounts 
but, as the frequency and amounts « 
overdue accounts grew, this practic 
became more impractical if not impos 
Manufacturers 


sible. were expanding, 


too, and needed all the working 


they could get. In other cases 
companies made short-term loa 
their local banks. 

Both of these methods were 


the real facts—that the big de 


service was here to stay a1 


like the larg 


simply could not provide for th ce 


small company 


sary growth out of current I T 
A glance through the trade jou 

convention 1946 a 194 
that 
the physical problems of expat 


speeches of 
shows the emphasis was 
and that the finan 
that g tl 


beginning 


material shortages, 
ing necessary to make 
reality was only 


the attention it was due. 


But the few companies who 


tively seeking long-term financing wel" 
finding out that their local ba) vel 
either too small to handle the ees 
or that commercial banks ¢ D 
provide the term necessary for econon 


cal payout. Insurance compa} al 


other lending institutions, for 1 nost 
part, were either disinterested mal 
ing loans to a branch of indust : 
which they were unfamiliar or cou 
find no economical 


loan of less than $100,000. 


means to Ke 


About this time Strombers so 
Co. set aside what it thought col 
siderable fund to make 10-yei sr 
to small companies. That am caus 


appeared almost faster than wer 
to tell about it, but there were 1¥ oF +? 
small companies better off t! thes 
had been and Stromberg learne: som 
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--.on all HOLTZER-CABOT 
INTERRUPTERS 


All cams for Holtzer-Cabot Interrupters now are made of solid Nylon. 

These new cams, a result of Holtzer-Cabot’s continuing program of intensive research, 
are found only on H-C Interrupters. 

This basic improvement is of considerable importance. For now, Holtzer-Cabot 
Interrupters will give you even longer service, increased accuracy of timing and trouble- 
free performance. 

In a recently conducted laboratory break-down test, Nylon cams were subjected to 
six times the normal RPM for a pe riod of seven months. At the end of this gruelling 
trial, the cams showed no measurable wear! 

These improved cams are standard equipment on all new Holtzer-Cabot Interrupters, 
and also are available as replacements for the older type cams on all previous models 
of H-C Inte srrupters. 

Of particular interest to smaller exchanges are the compact 25BC-6 and 25BC-18 
Inte rrupters. The 25BC 6 Inte rrupter escammmads ates up to 6 spring packs, and the 
25BC-18 takes up to 18 spring pac ks. These units will 
give any busy signal or coded ringing required. They can be 
25BC-6 Interrupter mounted in either vertical or horizontal pos sitions, and will sup- 

: ply any speed from 2 to 15 RPM (2 minute to 4 second cycle). 

These units require lubrication only twice a year, and 
maintenance is greatly simplified. The unit can be removed 
easily from the mounting by taking out two screws, and the 
motor can be removed from the unit by loosening two bolts 
and a set screw. The Holtzer-Cabot 25BC-6 and 25BC-18 
Interrupters are equipped with the Holtzer-Cabot RBC-25 
instrument-type, gear-head motor which has proved its 
sturdy dependability and extreme accuracy in thousands 
of installations. 

Write today for complete details. 


HOLTZER-CABOT 


DIVISION OF NATIONAL PNEUMATIC CO., INC. 


BOSTON 19, MASSACHUSETTS 


“Manufacturers of fine electrical apparatus since 1875" 
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financial facts of life as far as small 
company loans were concerned, some 
of which are: 


(1) Small companies consistently un- 
derestimate the demand for good serv- 
ice. 

(2) They sometimes underestimate 
the amount of money they need. 

(3) It is possible to lend greater 
amounts in proportion to equity than 
is generally accepted as sound banking 
practice and still have a good loan. 

(4) Interest rate is a negligible fac- 
tor. 

(5) Depreciation dollars can be used 
with safety to repay principal if the 
plant is in good condition. 

(6) Many small companies are actu- 
ally reluctant to ask for adequate rates. 

(7) Most commissions are very lib- 
eral in allowing a fair rate of return 
to small companies. 

(8) A sound accounting system with 
plant records well maintained is vital 
to the economic health of the company. 

(9) Ten 
enough. 


years payout is not long 


It will be of interest to note that the 
loans made at that time have all been 
good loans with no default on interest 
or principal payments. While they were 
few in number, they were in almost 
every section of the country. 

All of these things soon became very 
apparent as well as the fact that 
Stromberg-Carlson, as a manufacturer, 
could not hope to supply the demand for 
funds among its small company cus- 
tomers. It 
lending 


was clearly the job of a 
institution. But the problem 
remained to sell the idea to such an in- 
stitution and provide a means to make 
relatively small loans economically. 
Such a program should provide funds 
not only for equipment and _ supplies 
but for all labor and buildings neces- 
sary for the rehabilitation, expansion, 
and conversion of the plant in ques- 
tion. More frequently than not there 
was also some refunding of oustanding 
indebtedness to be provided for. 

In the fall of 1949 Stromberg-Carl- 
son began the preparation of a report 








G. G. HOIT (left), president, and C. W. PRITCHARD, treasurer, Stromberg-Carlson Credit Corp. 


outlining in considerable detail all of 
the factors surrounding such a _ pro- 
gram. It began with a history of Inde- 
pendent telephony, a compilation of 
industry-wide statistics, and a segrega- 
tion of the small company problem 
from that of the whole industry. We 
told about the people who owned and 
operated these small companies and 
gave the individual histories of a num- 
ber of small companies who had secured 
loans and what they were able to ac- 
complish. We outlined the particular 
problems caused by the war, personnel, 
rising 
rates, regulation, wage and hour laws, 


material shortages, expenses, 
and the public demands for dial con 
version and increased services. 

We made detailed studies of past ex 
perience in financing in the states of 
Illinois, Pennsylvania, Washington, and 
Georgia.. We reviewed all of the then 
present means of financing, and their 
shortcomings and advantages. We re 
ported the factors peculiar to accepting 
credit of small companies, the import- 
ance of management, the lack of sig- 
nificance of past earnings, consideration 
of public relations, accounting proce- 
dures, economy of the community, traf- 
fic forecasts, etc. We made a careful 


A. F. GIBSON (left), general manager, Stromberg-Carlison Telephone division, and P. J. LUCIER, 
manager of the credit corporation. 
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nationwide survey of the market po- 
tential for debt financing among small 
companies (the 50 million dollar a yea 
estimate made in 1949 seems small ii 
1951) and what part of the job coul 


be done by Stromberg-Carlson. 


Then we outlined our specific pla 
for a partial solution to these prol 
lems. Our device, now a reality, was 


the Stromberg-Carlson Credit Corp., 
a means of gathering together into on 


pan a lot of eggs and coming 


an omelet. 
Our report was taken to the Met 


politan Life Insurance Co. of Nev 


York, which has been a leader among 
large institutions who are more tna 
willing to help small business a ar 


constantly searching for the means 
do it economically. It is difficult fo 
small borrowers to realize the problems 


such large lending institutions must 
meet and solve in order to arrange suc 
a program when there has been little 


or no previous lending experienc 
this segment of the Independent indus 
try. We believe a great deal of credit 
is due to Metropolitan Life in recog! 
ing not only the need for sucl 

but its basic soundness as well. It 1s‘ 
tribute to the Independe1 
that Metropolitan, the corp 


s 


which is second in assets only 
ereat Bell System itself, is abl ¢ 
the small companies of telephor 
Stromberg-Carlson Cred 
began its operations in January 
year. It has already made 
every section of the country. Bearing 
in mind the 


lessons learned 


first financing ventures, the cre 


poration is making loans fo: ods 
up to 20 years for the purchass 

types of telephone equipment a sup 
plies, for outside plant construction 
and rehabilitation, for office an: ul} 
ment buildings, labor costs, a an) 
other items necessary for the ex $10! 
and modernization of telephons vice 
including the refunding of n rate 
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Automatic Electric 


oreens Hog fl Type 33 ev 


Carrier Telephone Systems {2eaemammame 


333-A 
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331-A P.C. Regulator Panel 


Manufactured for 


1033 West Van Buren Street, Chicago 7, U. S 


MBER 17, 1951 


Buildung- Block Designed 
with SERVICE in Mind! 


Over 300 carrier terminal and repeater combinations are possible with 
the ‘Performance-Engineered’”’ Type 33 system, using the units shown be 
low. Thus with Lenkurt’'s ‘building-block’ design, you may add 1, 2 or 3 


carrier channels, to meet your system needs at the lowest cost. Send 
details of your specific problem; we'll send complete information on th 
Type 33 carrier system ‘‘tailored” to your needs 







over frequencies of 3.5, 12.5, or 25 
kc, provide filter and balancing 
equipment to isolate Type 33 equip- 
ment from other facilities operating 
on the same wire line 


Choose one of three plate and fila- 
ment power units: for 3 channels, 
the 115 volt, 50/60 cycle, 200 ma 
Type 521B, or the IIS volt, 20/30 
cycle, 200 ma Type 521D; for | or 2 
channels the 1tI5 volt, 50/60 cycle, 
100 ma Type 521C 


Choose any of five units (in stand- . 
ard or inverted frequencies) to pro 
vide modulating and demodulating 


facility for one full-duplex voice 
channel Y 


Five units provide choice of 20-cycle 
AC ringdown, DC ringdown, E and 


ap ite au li oe ie 


M sianal leads for connection to 
automatic exchanges, or full-duplex 
DC signaling for connection to 
Half-Ringer'’ on Automatic Electric 
Company Type 47 Repeater i 


A choice of four pilot-channel regu 
lator panels is available to provide 
automatic level regulation for the 
receiving branch of the second and 
third channels—standard or inverted 
4 frequencies—on a three-channel sys- 
tem 


A choice of three units is available 
where a transmitting level of plus 1/8 
dbm is needed for coordination with 
other systems 


wit Ga \ 


335-A Power 


Amplifier 
Panel 

and Developers of the Strowger Step-by-Step “Director” for Register- 

snsletor Operation . . . Machine Switching Automatic Dial Systems 

hone, Signaling and Communication Apparatus Electrical Engineers, Designers and Consultants 

° rn ° . s ii rughd io a 
stors in U. S. and Possessions: Automatic Electric Sales Corporation . 

Distributors: 


International Automatic Electric Corporation 
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These representatives of Stromberg-Carlson Credit Corp. are (left to right) R. MEYERS, loan 
section, and H. E. PHELPS and R. D. SHOEMAKER, national sales engineers. 


amounts of previously incurred indebt- 
edness. In states where commission 
approval is required to incur long-term 
indebtedness, funds may be loaned up 
to 75 per cent of the depreciated orig- 
inal cost of the plant after conversion 


] 


and erpan S2On have heen accomplished, 


Loans are secured by a first mort 
gage on the plant and principal repay 
ments begin only after the construction 
program is completed. The company 
receives assistance from a “loan team,” 
consisting of an engineer and a credit 
representative, in laying out their con 
struction, conversion, and financial pro 
gram. We believe all manufacturers 
are well equipped through sales, engi 
neering, and credit personnel to give 
such assistance to small companies. 

We have found a very real but in- 
direct benefit to small companies when 
they borrow money for the first time. 
It provides them with a fine oppor- 
tunity to get their house in order, to 
take a good hard look at their future, 
to get down on paper just exactly what 
is their growth potential. Exactly how 
much will it take to do the job, how 
good are their accounting records, are 
they properly incorporated, is the fran- 
chise up to date, is the deed to their 
real estate valid and the title clear? It 
is amazing how often these very vital 
facts are lacking, and a great deal 
of time and expense can be avoided if 
such matters are thought of well ahead 
of the day the company wants to bor- 
row some money. 

Stromberg-Carlson Credit Corp. is 
far from the final answer to the finan- 
cial problems of small companies. We 
do believe it has been a notable step 
forward in providing assistance to the 
industry. We find it is still difficult to 
handle loans of less than $25,000 and 
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this problem is receiving considerable 
attention. In the past 18 months, finan- 
cial circles have shown a tremendous 
and most gratifying increase in interest 
in the small companies’ problems. Such 
plans as that of the Chase National 
Bank (TELEPHONY, Aug. 11, p. 13) 
have not only provided help to the in- 
dustry but have focused the attention 
of other banks and financial institu- 
tions on the soundness of a small utility 


s almost a certainty 


investment. It 
that other regional banks will provide 
such a program to be followed by the 
acceptance of such securities by long- 
term investors. As a manufacturer we 
welcome such interest and offer our 
own experience to interested parties. 
The job of financing small companies 
is just begun, but the beginning, as we 
have found, is the hardest part. As 
one gentleman has so aptly put it, “The 
first time around, it’s ‘Heave ho!’ After 
that has been done it’s just ‘Ho hum!’’ 


VV 


“We have been reading this week of 
the prospect that first class postage is 
to be increased from three to four 
cents, and that the venerable postal will 
go up from a penny to two cents. Then 
we go to the post office and get a 
couple of pieces of mail from the Price 
Stabilization organization. Both = are 
news releases. One, a_ single letter- 
sized sheet is housed in a ten-inch en- 
velope: the other two small single 
sheets of paper come in a big catalogue 
envelope that would cost at least $10 
a thousand at wholesale. This at a time 
when every newspaper is learning to its 
sorrow that all paper products are 
going up in price by leaps and bounds. 
Won't some one please page the Hoover 
Economy -in-Government committee?” 

—Forest City (Pa.) News 
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Many Planté batteries are still in activ? 
float service after twenty, thirty, evel! 
years! That's because Plante plat 
heavy, solid sheets of pure lead 
batteries Gould has eliminated the p™ 
cause of self-discharge, capacity 1oss¢ 
shortened battery life. Cut 


charging and replacement 
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everstick anchors 


. are designed to meet the most rigid 





anchoring and guying specifications. 


The patented EVER- 
STICK Nut Housing locks <Zie, 


anchor firmly on rod, Liu4 SN 

F ' making installation — a s 

I i e| , i : j = > 

’ simple under all condi- & ' bd 
MA tions and — ngeasy \ Ve " SS if 
&é 7 e A va lb ‘ 
ook type “57” interior terminal box = sseszatsne “SB 
C yp niiemaand caus Le te 


constructed sections of 








metal in base plate. 


EVERSTICK Expanding 


Plates are ribbed to 


Th 


e type 57 interior terminal box is for distribution and termination 
of lead-covered or loom cable for low-voltage circuits. The box 


itself which has an Underwriters’ Laboratory listing is constructed of init iis atibied 
ou > ne in< 


smoothly enameled steel, with hinged cover and necessary knock- strength; their cutting 
smoothly enameled steel, with hinged ; 


outs. Fanning strips and terminal strips are provided as well as edge and wedge shape 
arm socket reduces earth 





screw connectors on the drop sides and solder clips for cable wires. 











resistance to a minimum 
ind assures easy expan- 
sion. 

Three-Way EVERSTICK 


with expanding plates 


@ ratchet handle slack puller er eet aa 


plate, giving full benefit 


made by Cable Shinning Eguipment Ca. of earth's holding power. 


Spreader Arms extra 


y heavy ribbed with ball 
: = The same dependable Slack Pul- and socket joint at top 


and clinched socket on 








ler, but with a ratchet added. This , 
expanding plates allow 


type of handle enables the opera- heavy bearings to move 


freely with minimum fric- 


tor to pull slack with the Little 


tion, insuring easy ex- 
Giant Slack Puller, requiring even pansion which eliminates 


less effort than would be needed buckling or breaking of 


arms. 





with the conventional model. 


; The correct tool for those who use the EVERSTICK Anchor 

| . the anchor of merit 

, Distributed by 
Meer ite STROMBERG-CARLSON 


San Fran Calif. Chicago, Ill. Roches ROCHESTER 3, N EW YORK 


Puller day after day. 





* 
Kansas City, Mo. 
Atlanta, Ga. 
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Kenton (O.) Company's "Good 
Service" Secures 40% Raise 
Kenton Co. recently re- 
ceived a 40 per cent rate increase from 
Ohio Public Utilities Commission, which 


Pons 


amounted to $37,385. 


Telephone 


In connection with the rate increase, 


an item in the Wall Street Journal of 
the 
commission 


Nov. 6 
the 


vives pertinent details of 


action in approving 


TRADE 





MARK 
e each year to promote the quality and reputa- 
tion of national branded merchandise. How can the 


higher rates for this company. It read 
as follows: 


“It was unusual when the Ohio Pub- 
lic Utilities Commission granted a 40 
per cent rate hike to Kenton Telephone 
Co., of Kenton, O., within 20 minutes 
after hearing the rate application. 

“But what was more unusual, ac 
cording to commission members, was 
the absence of objections. No one dis- 
puted Manager J. D. Park’s statement 


inectory Adveitiving? 


TIE-IN. Millions are spent 


local businessman best utilize this expensive build-up 


for his own profit 


. with minimum expense ? 


Telephone directory advertising pin points the brand 





name-dealer relationship 

helps transfer national pres- 
tige to local selling. This 
great buyer’s guide of every- 
body actively used by 
. welds 


>t 0307, q > > > 
' vx ite tory ions 3 Z of the people + 
solve Fe ypscribel enue national reputation with local 
\\ e . . 
crease he qirector buying. And the cost is but 
‘ hal > se yO d é 
\ modern and ot tin a few cents a day! 
, ; 
peste tS wort ne clie . e . 
, Specent teleON’’ vos pl \ For further facts that will 
onde »? fs f 4 \ 
¥90,000 ‘RE ro A help you serve your sub- 
ne ook 347 scribers and build net reve- 
-a, stdt 7 . . 
¢, IND. EAS nues, we invite you to call 
1 WAYNE, oe , i. 
FY. ii cette Bide a rtield 3! or write Loomis today. 
s G « 
MO. 
ours. st 
st 506 give A crison 1210 


as city. WO 


yz more nil 
g\0 Ba! 


KANS 


DA t 
” aah market S 


@ More than 300 Loomis-built 
telephone directories now are 
serving 650 cities and towns. 
Loomis clients report contin- 
ued increases in net revenue 
every year. 
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phila.)s a iegneny © 


ADVERTISING 
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that the company had received no com. 
plaints about service in a lon: time, 
The last rate increase was in 1°26. 


“So different was the hearin 
the usual run of rate application heay. 
ings that Commissioner Ralph inte) 
asked Mr. Park: 

“ “How it it that a small comp 
yours with fewer than 3,500 gs 
ers and earning less than 4 pe: ; 
your investment, can keep the pub 
happy—so happy, in fact, tl the 


tron 


scrib- 


don’t even object to a rate increas 
Maybe other companies ca) fit 
from your methods.’ 

“Replied Mr. Park, who 


with the Kenton company m¢ 
50 years: ‘We do everything 
how to give good service.’ 
“The $37,385 annual rate 
received by the company y 
meet added operating expens« 
add a little something to net e: 


VV 


Carolina T&T Gets Approval! 
Of $4,165,000 Stock Issue 


1 


The Carolina Telephone & T: 
Nov. °) 


from. the \ 


Co., Tarboro, on 


received permission 


Carolina Utilities Commissior 
$1,650 shares of common st 
nance an expansion progran ( 
company termed the bigge 
history. 

The new stock wil De 
present stockholders at a 
new share for eac! three 
held. To be sold at not les 


per share, it will 


provide 


for the expanslo! 


progran 


The company serves ap} 
90,000 telephone users eas 
Carolina, and, excluding « 


now In progress, 


| spent $1), 


new construction betwee) 


Aug. Ole 1951, and ha 
mately $3,800,000 more invol 


and 


ditions to be made between S« 
Dee. 31. For the first 
this year it spent $4,554,400 


eight 


“Notwithstanding expendit 


for new construction, the col 
ceived new applications in s a 
volume that on Aug. 31, 1951, ( 
pany had on hand app 

15,000 unfilled applications text 


phones,” the commission stat 
proving the stock issue. 

The company operates it N 
Carolina counties. In its a cal 


it said it has financed mui i 

expansion program through s t-tel 
loans from banks and that it | us 
proceeds from the stock sale repa 


these loans. 


VV 


Nebraska Service Change 


The Community Club of brara 
Neb., has approved a proposal of Nort 
ern Telephone Co., Creighton, chang 
service from grounded to meta!!l¢, = 
entered no objection that thi will be 


TELEPHON’ 





foll 


rate 








followed by application for higher 


rates. 


VV 


Commission Decides Against 
Rehearing Ohio Bell Rate Case 

Six Ohio cities seeking lower tele- 
nhone rates lost a round on Nov. 2 
vhen the Ohio Public Utilities Com- 
mission decided against rehearing the 
Ohio Bell Telephone Co. rate case (TE- 
LEPHONY, Oct. 13, p. 22). 


The company has been collecting 
gher rates for more than two and 


ne-half years. These rates bring in 
about $8,500,000 additional revenue per 


ear. 
The x cities have fought rate in- 
crease requests before the commission 


and the Ohio Supreme Court. They 


contend they are too high, based on the 
mpany’s valuation. 

The cities are Columbus, Cincinnati, 

Cleveland, Akron, Canton and Dayton. 

A commission spokesman said the 

ce} tion ends the case as far as 

e commission is concerned. But Sec- 

Paul Deaton said the cities could 
yssil appeal to the courts again. 

Th preme court previously told 

the ¢ ssion it must reduce the com- 
yperty valuations that are 
ed 1 rate-making purposes. The 
did this by eliminating Ohio 

’s interstate property and also new 
nal property bought with 

Kces epreciation reserves. The re- 

uct mounted to $17,078,675. 

The npany still has another case 
commission. Last June it 
hei increase designed to 
n additional 22 million dol 
l}y 

lhe mission has had no hearing's 

test request. The decision of 
Nov. nae 


ot concern that case. 


VV 


Washington Commission Grants 
Rate Increase to Pacific T&T 
Wa ton Public Service Commis 
thorized Pacific Telephone & 
Teleg Co. to increase its monthly 
Vashington to yield $2,363,000 
ie a year to offset wage 
xranted employes last sum- 


me) a | 


ditional federal taxes. (TE- 


LEP Sept. 29, p. 30.) 

s . : j 

ers will pay an average of 
‘al re . 4 

more under the increase 
t T¢ 


ov. 11. 
VV 
>ta Company Sold 


e of all properties of River- 
Side n.) Telephone Co. was au- 
n Oct. 29 by Minnesota Rail- 


road Warehouse Commission. The 
y . ° 
“et Was purchased by Aitkin- 
lee) 


| Telephone Co., Aitkin, Minn., 
NOVEMBER 17, 1951 


























His memory’s failing. He tried 


butting that same KOPPERS POLE 


30 years ago!” 


@ From now on, this puzzled pachyderm should certainly know 
that Koppers Poles are strong—and that they stay strong. 

For different reasons, of course, Line Supervisors also know 
that Koppers Poles retain their strength. To these experts, this 
strength-retention means: 1) Less maintenance work; 2) Lower 
maintenance costs; 3) Fewer pole replacements; and 4) Longer 


periods of continuous sery ice. 


KOPPERS COMPANY, INC. PITTSBURGH 19, PA. 














and will be operated under the latter 
name. 


Vv 


Lexington (N. C.) Company 
Asks Emergency Increase 
Lexington (N. C.) Telephone Co. on 
Nov. 7 asked North Carolina Utilities 
Commission for permission to increase 
rates because an audit had revealed 
that operating revenues had been over- 
stated on the company’s balance sheet 


by about $8,000, due to a change-over 


in the accounting system. 
William C. Harris, company presi- 
dent, in making the emergency appeal 


to the commission, stated that when 
the error was corrected it resulted in 
showing earnings for 1950 were only 
about 3.96 per cent of the allowable 
base rate. Furthermore, he said, the 
company estimated earnings for this 
year may be only about 2.3 per cent of 
the base. 

Harris said more specific data will 
be made available for a hearing on the 
rate schedule, and asked that the hear- 
ing be held as soon as practicable. The 
company said it wants higher rates and 
miscellaneous charges to bring in an 
additional $40,000 to $50,000 gross rev- 


enue a year. 








In constant striving for product improvement, 
Taylor-Colquitt has developed many original ma- 
chines to assure precise manufacture and treatment 
of pine poles. 





An example is the slab gaining machine pictured 
here. This unit in the production line takes poles 
fresh from the forest, trims them smooth and roofs, 
gains and bores them rapidly and accurately. From 
this production line they go to be dried and treated 
for a long life of useful service. 


From forest selection through each step of inspec- 
tion, manufacture, reinspection, drying, treatment 
and final inspection, Taylor-Colquitt machines and 
Taylor-Colquitt methods combine to produce the 
utmost in pole quality that can be obtained. All 
of this is reflected in the fact that discriminating 
users usually specify Taylor-Colquitt poles. 


Recommended and Sold Through Our Distributors 
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ELECTRIC 


Originators and Developers of the Strowger Step-by-Step “Director’’ for Register: 
Sender-Translator Operation . . . Machine Switching Automatic Dial Systems 
Makers of Telephone, Signaling and Communication Apparatus . . Electrical Engineers, Designers and Consultants 





Distributors in U. S. and Possessions: Automatic Electric Sales Corporation 
Export Distributors: International Automatic Electric Corporation 
1033 West Van Buren Street, Chicago 7, U. S. A. 
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Wood Lake (Neb.) Company Ge}; 
Increase; to Improve Service 
Wood Lake (Neb.) Telephone (Cy 
has been authorized by Nebraska Rail. 
way Commission to increase rates 9 
all classes of service by $1.00 a mont} 
The new schedule is: For 13. husiness 
stations, $3.50 a month; for 12 multi. 
party residence, $2.50; for °4 ind 
vidual residence, $3.00, and yr 1 
rural stations, $2.75. This ll in- 
crease gross revenues to $4,203 fro) 
$2,205, yielding a net profit of $8 
to replace a net loss in 1950 of $233, 
The increase was granted with t 
provision that added income shall } 
used to repair lines and generally 
prove service. To insure that this p 
vision is carried out, the company 
required to supply, beginning on Ja 
1 and continuing for three months, 
ports showing the progress of rehal 
tation work. Company lines are entiré 
grounded, over which magneto servi 


is given. 


The commission gave approval of 
dollar a month increase because rates 
have been too low in the past and tl 
has contributed to the poor quality 
service. 

VV 


Sues Southwestern Bell 
For Wrong Listing 

Paul B. Radloff, a certified pul 
accountant in St. Louis, Mo., on N 
9 filed suit in the circuit court 
$15,000 damages from the Southwes 
ern Bell Telephone Co., charging 
had been listed erroneously in the t 
phone book. 

Radloff said the telephone compa 
had listed his name under “pub 
accountants” in the classified sectio1 
the directory issued Sept. 1, 1950. 


He said he notified the company t 
his proper listing was under “certil 
public accountants,” and asked for 
correction. However, Radloff’s petit 
states that when the new direct 
came out last July, he again was plac 


under “public accountants.” 

The suit maintains there is a markt 
difference in prestige and preparat 
between the two types of accountan's 
and charges the error caused him él 
barrassment. He is asking $»,U0U0 4 
tual and $10,000 punitive damages. 


VV 


Gets 13% Increase in Illinois 
To Offset Higher Wages 


Illinois Commerce Commission 
Nov. 9 granted Moultrie County Tel 
phone Co., Lovington, a 135 per © 


rate increase. 

The increase will be effective on Dt 
1, provided the company gives P! 
posed wage increases totalil $2,2: 
at the same time. 
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Ohio Associated Seeks 
interim Rate Increase 

Ohio Associated Telephone Co., Mar- 
ion, Which last June 28 filed an ap- 
plication with the Ohio Public Utilities 
Commission for a rate increase, on Nov. 
5 filed an application with the commis- 
sion for interim rate adjustment. (TE- 
LEPHONY, July 14, p. 34.) 

Cc. E. Williams, company president, 
said the filing of the emergency appli- 
vas necessary because the orig- 


finally 


cation 
inal application 
nrocessed for several 


may not be 
months. 
‘Revenue increases are required with- 
maintenance of the 
financial integrity and in 
continuance of the 


wt delay for the 
company’s 
rder to assume 
huge construction program to meet the 
demand for service,” a 


public com- 


said. 
VV 


Southwest Company Granted 
$92,000 Increase in Kansas 


Southwest Telephone Co., which op- 


any statement 


erates in nine towns in_ southwest 


Kansas, on Nov. 7 was granted a $92,- 
(0-a-year rate increase by the Kansas 
‘orporation Commission. 

The company, a subsidiary of South- 
Bell Co., 


vester? Telephone had ap- 


lied for rate increases amounting to 
$127,000 per year. The company op- 
erates Pratt, Liberal, Greensburg, 


Bucklin, Meade, Plains, Coldwater, Min- 
neola and Fowler. 

Jeff Robertson, commission chairman, 
said the increase was granted to meet 
nereased wages and taxes paid by the 


company. He explained that under 


present tax structures it was necessary 
to give a rate increase of $2.14 to add 


me dollar to the company’s operating 


reven 


Vv 


OK's Increase on All Service 

For Odell (Neb.) Company 
Permission to increase rates 50 cents 

a mo} on all 


deen { 


classes of service has 


en by Nebraska Railway Com- 
mission to Odell Telephone Co. (TE- 
LEPHONY, Oct. 6, p. 32). 

G rates after Dec. 1 will be: 
For business stations, $3.25; for 
SY residence, $2.50, and for 248 rural, 
$2.50 rban lines are grounded, and 
ura es are part metallic and part 
sroul | 

The commission estimated that the 
appre schedules will increase gross 
revey from $7,941 in 1950 to $10,- 
119, estimated that expenses will 
incre; from $7,376 to $8,434. The 
het profit of $1,170 in 1950 will in- 


crease to $2,330. 


This will give a re- 
turn 


6.6 per cent on an adjusted 
tate base of $34,457. 
The commission 


NOVE 


found this te be a 
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JOSLYN SCREW ANCHORS 




















SIZES 
Cat. No. bength 
56524 AY Ft. 
56526 5 ft. 
56528 5% ft. 
J6530 5% ft. 
56550 8 ft. 


All Hot Dip Galvanized 


] V4 ” 


1%” 




















Branch offices in principal cities 
. 
THE JOSLYN CO 
THE SOUTH EAST-JOSLYN CO 
SOUTHERN JOSLYN CO 
JOSLYN SOUTHWEST CO 
JOSLYN PACIFIC CO 


ANOTHER 
FEATURE... 


Forged eye with 3 circular 
grooves—center groove \ 
used for single guy; outer YQ) 
grooves divide load uni- \ 
formly when using 2 guys. th eS 





Simplify your installation 
of guys with this 


unique earth anchor 


Wisc. AND 
SUPPLY co. 











reasonable return on invested capital 
and that added revenue was necessary 
for the giving of adequate service. The 
company has outstanding 239 shares of 
$50 par stock. 


Vv 


Files with SEC for Stock 
Sale in Washington 

West Coast Telephone Co., Everett, 
Wash., recently filed a_ registration 
statement with the Securities & Ex- 
change Commission covering an offer- 
ing of 40,000 shares of $20 par com- 
mon stock. 

The company will sell the stock pub- 
licly through an underwriting group 
headed by Blyth & Co., Inc. The com- 
pany will use the proceeds to retire 
bank loans and construction debts. 


VV 


Receives Permission for Loan 
To Buy Georgia Company 

Georgia Public Service Commission 
recently granted permission to O. S. 
Dyson, owner of Wilkes Telephone & 
Electric Co., to borrow $6,500 to apply 
to the purchase of telephone plant and 
properties of the Crawfordville Tele- 
phone Co. from Mrs. Hugh L. Wallace 
of Decatur at a price of $8,000. 

He will secure the loan of $6,500 
from Washington Loan & Banking Co., 
Washington, Ga., with interest at 6 per 


DIGS HOLE 





pa saree thea ae ae ot 


Be 96 F242 


New °'325”’ Attachm 


cent, with the principal repayable in 
60 months. He also will give Mrs. 
Wallace his personal note for $1,250, 
payable within 24 months. 


Vv 


New York Bell Seeks Rehearing 
In $57 Million Rate Case 

New York Telephone Co. asked New 
York Public Service Commission on 


Nov. 1 for new hearings on the com- 
pany’s request for a 57 million dol- 
lar annual rate increase which was 


turned down by the commission in a 
decision on Oct. 4. (TELEPHONY, Oct. 
13, p. 22.) 

When it rejected the company’s bid 
last month, the five-man commission 
said it had not considered the tax bill 
then before Congress. It said the com- 
pany could renew its plea for higher 
rates “if the new taxes will deprive 
the company of an adequate return.” 

Company officials said the 13 million 
dollars asked in July to offset federal 
taxes was based on the company’s as- 
sumption that the 44 million dollars 
would be granted. The 10 million 
dollar tax estimate of Nov. 1, the com- 
pany said, represents federal taxes on 
income from present rates for service. 

“We have been deeply disturbed by 
the commission’s refusal to give us the 


revenues we need,” Keith S. McHugh, 






SETS POLE 


ent 


. « » Derrick and Digger Unit 
For 3/4 and 1-TON TRUCKS 


Now your regular telephone service 
truck can be put to the added use of 
pole setting. Normally it will take 
two men less than ten minutes to set 
up the derrick, attach the digger, dig 
the hole and set the pole—all ready 
for tamping. It’s all accomplished 
with the Model 325 Derrick and 
Digger Attachment, made to fit all 
service trucks as illustrated. 


Write for fully illustrated Bulletin 325. 
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for 
your local mechanic 


Answers the need for a two man 
construction crew 


Sets poles up to 35'; takes augers 
8" to 20" diameter 














DERRICK 
tachment; 


TRUCKS 


Packaged unit 
installation by 


president of the company, said in 
statement. 

“The telephone company | no 
magic wand it can wave to ese: the 


effects of large increases in costs— 
either in its operations and tax: ‘in 
the cost of new construction { re- 
placement and expansion of its plant. 

“The fundamental question is what 


kind of telephone service the people of 
New York State are to get in the years 
ahead,” McHugh said. “Will they get 
the best, or will they have to be con- 
tent with something considerably | 
than the best?” 

He added: 


ess 


“One of the purposes of the law 
which established the public service 
commission was to prevent a regulated 
industry from making exorbitant prof- 
its. But it was never intended to penal- 
ize a company by denying it the earn- 
ings it needs to stay sound financially.” 


In its petition the company promised 
to present evidence, should new 
ings be granted, of the “continuing 
and growing impact of inflation upon 
its operations.” 


hear- 


In calling for the com- 
full” the 
the 


recognizing in- 


mission to “reconsider in 
maintained that 


erred in not 


company commis- 


sion had 
flationary factors. 

The company repeated a major point 
specifically rejected by the commissio! 
last month: That unless the commissi 


grants higher rates to make up fo 
the lower purchasing power of 
dollar due to inflation, teleph: 
vestors will begin to take their ca 
tal to greener fields. 

The increase turned down last mont 
was the largest request ever denied | 
the commission in its 44-year ] 
and the first time a telephone co! 
pany request had been rejected oul 
right. The company says it is recel' 
ing a return on its investme 


slightly more 


asking for about 


than 6 per cent. it 


») per cent. 


The commission granted the 
pany its first increase in 20 ye: 
May, 1950. At that time, the c 
received an 11 per cent incre 
4812 million dollars. 

The company’s move might be 
liminary step toward court action, sine 
a commission decision cannot be 4] 
pealed in court until a motion 
re-hearing has been made and « é 


Company officials said that mo 
10 million dollars a year will be need 
to meet 
In backing up the petitio 
company bee ne 
gotiating for several weeks with 


alone. 
also said it has 
representatives on basic wage 1: 

The 


taxes, 


company cited 
and other 


struction, when it 


ineludin 
the 


costs, 


ct ik 


asked 








the higher corporatio1 xes 


higher res, 


a 
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Always equal to the job assigned 


ou can always count on the Exide-Manchex for positive 


ration of battery-powered telephone exchange equipment. 
is is proven daily in exchanges of every size... proved 
in in the Sidney Exchange of the Chenango & Unadilla 


lephone Corporation, Norwich, New York. 


the Sidney Exchange is a 26-cell EME-17 Exide-Manchex 
tery, which operates full float with a diverter pole genera- 
The battery is used as a standby, to be called upon only 
emergency. Thus considerably more than 8 hours of pro- 
ion may be expected. 


assured dependability, long life and low cost maintenance, 
Exide-Manchex for all your battery requirements—cen- 
office and private branch exchange equipment. 

EK ELECTRIC STORAGE BATTERY COMPANY 


Philadelphia 2 
Exide Batteries of Canada, Limited, Toronto 
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Installation of 26-cell EME-17 Exide-Manchex 
Battery at company’s Sidney, N. Y. Exchange. 


General offices of Chenango & Unadilla 
Telephone Corporation, Norwich, N. Y. 


Exide first produced Lead Calcium 


Batteries in 1935. Since that time 


we have progressively followed an 
extensive program of laboratory 
research and development along 
with a study of Exide Lead Cal- 


cium Batteries in actual service. 


Much has been learned during 
those 16 years. Though the time 
is too short to specifically predict 
length of battery life, definite con- 
clusions have been reached regard- 
ing proper application. We will be 
glad to inform you where these 


cells can satisfactorily serve. 
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ve j T a é A e | a sion last January for an annua) raise P 
IMpie, TTOUDIC-FFEC ACFiGl SEFVICE x revenue of 8 per cent, or 44 wiillion |’ 
ae twe 
° dollars. Six months later the company 
: : é : an 
Unit— by EAGLE said the then pending tax increase tha 
would necessitate another 13 illior ‘i 
dollars, bringing the total request to aw, 
awe HIS combination ladder and all-pur- = +1): Vere eee : a 
pose service body unit can be mounted 57 million dollars, an increase of 1] ton 
on 1/2 and 3/4 and 1 ton trucks — a mo- per cent. sa 
bile, aerial service unit with a wide range not 
of usefulness. Vv Vv 
Extension ladder available in 24 ft., , _ 
28 ft., 32 ft. and 36 ft. lengths. Provides Central Carolina Company Asks 
aerial equipment with no mechanical de 
vices subject to breakdown or requiring Approval of $500,000 Bond Issue K 
maintenance attention. One-man operated ‘ o cee on ; 
- ladder easily extended or lowered and Central Carolina Telepho: ( 
closed. Ladder is mounted clear of body NM inv ce aske Nin rt] K 
floor. Service body offers safe, weather fount Airy, ‘N. J asked the No 
proof storage compartments for tools and ( arolina l tilities ¢ OmmIssion Nov 
materials — available in 74 inch, 84 inch ~ ie a _ er ‘Ci 
and 94 inch lengths. Send for complete 5 for authority to issue 5000,00 
ee on the Eagle Aerial Service of bonds, the proceeds fron hic} — 
Init. ‘ x 
would be used to pay off old debts a) 
to finance expected new ones de ‘ 
planned expansion program 4 
tne 
The first mortgage and collatera che 
lien bonds would carry 3°%s cent 
interest and would mature Dec. L97¢ 
The company is owned by the Ce e( 
tral Electric & Gas Co., Line Nel 
If the commission approves, th 
we would be sold to the First e 
$a} * Chicago, Ill. f 
LADDER EXTENDED LADDER CLOSED Bank of Chicago, | eC 
EAGLE MANUFACTURING CO. 
Division of 
The Four Wheel Drive Auto Co. 
APPLETON, WISCONSIN 
. a 
Utility Bodies * Trailers * Pole Derricks i th N + 
«» Tools and Accessories n e a ion Ss 
Eagle equipment is engineered by and e 
for utility men expressly for their needs f apital 
BORE WHERE YOU iach alt 
-_ of anguish from the Russia 
FOR did not seem to be as wor? 
WITH CUTTING CONTINUOUS HELIX- possible wire tapping as they 
A ppm rec cantn onus the simple fact that the lineman eoull JO 
AND POST HOLE look in the window of the S ¢ 
AUGERS office. Tucker gives the follo 
count of the historical reactio 
A 1. Welds onto helix to replace conven- — nttola oP 
hes; ; . . : The excited Russian aml 
tional cutting device. then began a series of prot 
; ; : a demands that tried the patie 
2. Twin helix design eliminates back local telephone officials. He siste B 
thrust; bores true, clean holes in any soil. that outgoing lines from the 
= be divorced entirely from the c : 
3. Replaceable teeth are correctly ang- system. He wanted a teleph Fr 
led for fast cutting with minimum power. pany all his own—personal s 
; ; : : a “Despite all efforts to exp 
4. Live-action pilot bit won't pivot; pen- structure of our integrated sys 
etrates ground you could never bore demanded that he be given al 
bent connecting directly with the , 
5 partment, the White House, t Pas 
; pe eae lashing ‘ 1 New Y , 
All wearing parts replaceable on the ro . T. Was gage toe a = 
: ‘ . y: ass is the official news 
job, and are interchangeable with the of the Soviet government, but loes 
well known heavy duty PENGO Earth more diplomatic than newspap¢ ! " 
Auger parts of the same size. “He also insisted that all lé 
lines within the embassy be 
ORDER NOW- or write for Available in nine sizes, from 8” to 24” from any outside connection, a ! 
free literature and prices , quest which was granted. W! ther 
company refused to build a iral 
outside system for the emba as 
, p F T ENGIN EERING CO outlined above, they struck con te 
- promise. It provided that the ussian: > 
have only two outgoing lines in acl : 
MANUFACTURERS a general connecting network 
of 
SANTA CLARA, CALIFORNIA This incident dramatizes the est li 
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of the complete severance existing be- 


tween the Russian diplomatic family 
and Washington, as well as conditions 
that prevail within the Soviet and 


The Reds in 
embittered, clois- 


the world. 
are an 


throughout 
Washington 
tered, and saturnine clique which does 
not want to try to know us. 





ee 


Korean 
Komplex 


‘Continued from page 10) 





towns was the border. I noticed that 


from the center of the town and to 
the north, the poles of the line we were 
‘hecking were still standing, but all 
wire had been removed to the north 

ana symbol of mankind’s failure at 


ation. 


| expected to see some G.I.’s, but saw 


me, although there were small com 
mand posts to the south. I had a little 
fee f being in no man’s land. And 
an ire 1 had Korean company in 
s respect. It was a little depressing. 
Up » now Whang had been content 
to a ample time for his excite 
ents. But now apparently he was all 
excite suut. We decided that come to- 
ve would return to Seoul in 

ne lash 
N | would not wish a trip in one 
eep from Kangnung to Seoul 
dy over an unfamiliar route, 


be ible through crowded 


roads, 


1 over numerous mountains; 
al cularly when piloted by Mr. 
C} in common with all Ko 
reans, has no conception of speed and 
ne stating effects of irresistible 
lores { immovable objects. 
night, limp and jeep-beat, | 
vel d the lights of Seoul and a nice 
‘ent building afire near the 
Bize 1f which there are “many 
mat this ancient capital of Korea. 
Frustration Beautiful 
O wall in our office is a large 
Cale 


It becomes a ritual at the 


end ich day for one of our group 


isly mark a red cross through 
Miss Song cannot understand 
unt each day now, why we 


int to leave her beautiful and 


uuntry. She feels a little hurt. 

B e delightful spring has de- 
= ig ago and it is now near the 
— Lugust and also near the end 
or msoon season—a devastating 
ume weeks we have had torrid 
ten ires and drenching rains. 
Bac we must brush the mold off 
sony es and clean the green moss 
“an shoes. Even my cigarette 


usts in my pocket. 
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KLEINS 


"Since 1857”’ 


When it comes to judging the 
worth of pliers, ask the man who 
He'll tell 


you Kleins—for their hand fit— 


uses them every day. 


their proper balance—their care- 
fully matched knives that stay 
keen longer. 

The same top quality that typi- 
fies Klein pliers is also character- 
istic of other Klein tools and 
equipment—safety straps and 
belts, climbers, grips and 
wrenches. Men who know good 
tools have been choosing Kleins 
since 1857. 

ASK YOUR SUPPLIER 


Foreign Distributor: 
International Standard Electric Corp. 
New York 


write for one. 


Za Since 1857 


WEEE 


3200 





If you have not received your copy 
of the Klein Pocket Tool Guide, 
It will be sent to you 
without obligation. 


BELMONT AVENUE, 





No. 201-NE 


EIN Sons 


CHICAGO 18, ILLINOIS 








DAVE 


WITH 


(Constant Potential Operation) 
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RECTICHARGER 


(Battery Charger) 


“REG US PAT OFF 





@ Maintains constant voltage 
output over the complete load 
range. 


Follows the load automati- 


cally — compensates for wide 
input changes. 

@ Prolongs battery life — no 
over or under charging — bat- 
teries require inspection only 
once or twice a year. 

e Completely dependable — no 
moving parts. 


Write for complete information 


Address Equipment Sales Division 
Dept. 6470T 


RAYTHEON 


MANUFACTURING CO. 


WALTHAM 54, MASS. 
Sales Offices: 
WALTHAM CHICAGO 


NEW YORK SEATTLE 
NEW ORLEANS SAN FRANCISCO 
CLEVELAND WILMINGTON 
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Buy Through Your Supplier 





We have worked furiously to pre- 
pare voluminous requisitions each quar- 


ter for telephone supplies. We now 


and then get a handful of parts. 

The Koreans valiantly try to estab- 
lish one teletypewriter circuit between 
Seoul and Inchon. They proudly re- 
placed Japanese characters on the type 
basket with those of the Korean alpha- 
bet. Each letter of their alphabet is 
laboriously hand made. 

The circuit works for a few hours. 
By that time the letters have all been 
smashed flat. Another “many many” 
yen project fails. 

Mail from Pusan arrives in Seoul 
before a telegram. The telegram has 
to be relayed three or four times. 

An important line to the south of 
Seoul suddenly must be repaired or 
else it will fall into the rice paddies. 
There is a serious gasoline shortage, 
but after a very special supplication 
we are allotted about a dozen 55-gal- 
lon drums for this work. The distance 
from the port of Inchon to Seoul is 
about 25 miles—not remote, but far 
enough that about half of the drums 
arrive in Seoul full of water instead 
of the precious gasoline. 

As best we can, we clean the Com 
mies out of the communications depart- 
ment—how effectively no one will ever 
know. 

Kim Pil Young, a very capable Ko- 
rean, has a legitimate gripe, has com- 
plained to Whang and wants to be 
transferred to the central telephone 
office. Kim is the equivalent of the 
chief testboard man of the Seoul re- 
peater station—a most important man 
from our standpoint. 

But he is fed up. Zooming living 
costs are making life miserable for 
Kim and he has no “ecumshaw” (side- 
line, source of bribes or bounty) to 
help meet this deplorable situation. His 
rice bowl is nearly broken. Now if he 
were transferred to the central tele 
phone office, the largest central office 
in Seoul, the situation would be much 
improved. He could get looped in on a 
current racket and make “many many” 
more yen. 

One racket works this way: As the 
need arises, the cash customers using 
local service can fall heir to service 
trouble by simple disconnection of the 
jumpers on the main frame. For a 
reasonable consideration, say 2,000 yen, 
the trouble can be cleared and service 
restored again—a _ perfectly rational 
shakedown procedure from the oriental 
viewpoint. 

I think Whang compromised with 
Kim and assigned him two more trucks, 
which are in themselves quite lucra- 
tive. Anyway Kim is happy again. 


This is one explanation of the diffi- 
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At Western Electric, 


UtTica’s Lubring line of des 
pliers... with built-in 
lubrication ...is used for a wide variety of 


in-plant and field jobs. 


/ , 
Western Electric 
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Utica’s Lubring line of finest pliers | 


a ring of oil-impregnated por 


floating in the joint... slowly feedi 
lubrication for smooth action, long life 
Drop forged, precision machined, » 


cutting edges hardened by a special UTICA 
process, the UTICA Lubring line has the 


heft, fee! and rugged power for continuo 


daily use. 


DROP FORGED FOR STRENGTH 





The name UTICA on the pliers and istab 


wrench you use means you're working will 


the finest in drop forged tools. Dro} 





aligns the steel fibre structure with the shapt 


of the tool, as shown in diagram. Dri 


means extra strength, extra toughnes 


UTICA Drop Forge & Tool Corp. 
Utica 4, New York 
In Canada: 
Adiam Tool & Supply Co., Ltd., Mont 
Walls-lrons, Ltd., Winnipeg 





AND THE WORLD'S BEST TOOLS ARE MADE IN J. S. 
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culties my good friend McKinley, su- 
pervisor of equipment maintenance, has 
‘n keeping the frames in condition— 
that and the fact that the employes 
use the horizontal side as a ladder to 
reach the top of the frame. 

The roofs of several of the repeater 
Accordingly 


stations are in a bad way. 


contracts are drawn up to repair them 
with nice red tile roofs. Everything 
must be done by contract, of course. 
Later, an inspection reveals that the 
work has not been done at all, or only 
yartly done or a tin roof has been 


substituted for tile. Inflation is indeed 


an e\ spirit, and inquiry availeth 


They will be finished some 


day: [The excuses are contractor trou- 
ble and inflation—a ‘‘very dam thing.” 
I have the honor of sitting with 
Colonel Parsons in a session with rep 
resentatives of the U. S. State Depart- 
ment to consider ways and means of 
estab ng commercial communication, 
or al ther kind, between North and 
South Korea. This meeting was held 
» and splendid building in the 
Duck Soup (G.1.) Duk Soo (Korean) 

palace grounds in Seoul and was 


he effort of the joint commis- 


North and 


Sin} T Nrine 


South to 


The end was not made and my 


¢ career was cut short. But 
east I had an inside glimpse of the 
problems posed by the Krem- 


ittle taste of that cloak and 


The mmission meetings in Seou 


no place—as expected—so, 


their luck, the negotiations 


wer nsferred to Pyongyang, the 


capital. 
But y go on—you know the story 
1, 1947, the empty-handed 


returned to Seoul. 


Gang Planks in My Eyes 
M arture 
M ( 


“Land of 
with all the se- 


from the 
‘alm” came 
China Sea typhoon. From 


nquiry as to when I might 
eveloped that it would prob- 
ab ibout Oct. 1, 1947. Now out 


Land of Confusion” comes the 


t expected news that the United 
St rmy transport ship General 
M trick is practically on the 
of Inchon. She is to give 
s of the whistle and instantly 

isly paddle back stateside. 

I e reports of ship movements, 
L si doubt if even the captain 

ere he is or when he is going 
al rently no one else does. 

A a final visit tonight by Mc- 
Kin d Girard, strange as it may 
Seen all my desire to leave this 
_ isery and stench, I feel that 

Out 


to stay a little longer, to take 
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HANG THE LOAD ON 
HUBBARD HARDWARE 


HUBBARD-COPPERWELD 


GROUND RODS 





w AE 
Bivseaen AS 
Square Head Set Screw 
Type Clamp 





Safety Set Screw Type 
Clamp, with Wrench 
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Hubbard-Copperweld Ground Rods have the rigidity of 


steel necessary for driving... 


their thick sheath of molten- 


welded copper protects them from deterioration. They offer 


assured protection, when installed to a sufficient depth to 


reach permanent moisture. They come in diameters from 


% to 1-inch and in lengths from 5 to 40 feet. Clamps may 


be had as illustrated, with either square head set screw or 


safety set screw. 


HUBBARD HARDWARE FOR THE TELEPHONE LINE 


OVERHEAD 


Cable Suspension Material—Wireholders 
Pole Seats and Balconies—Clevises 
Braces—Drive Hooks—M ager Dead 
Ends—Extension Arms—Long Span Ma- 
terial—Pins—Clamps—Guards—Stubbing 
Bands—Guy Protectors—Guy Clamps 








Pole Struts—Clips—Straps—Hangers 
Carriage Bolts—Rings—Transposition 


Plates—Storm Guy Straps—Lags—Ma- 
chine and Hubeye Bolts—Sidewalk Guys 


REA Telephone Hardware 


UNDERGROUND 
Cable Racks—Manhole Ladders and Steps 
Pulling-in Irons—Expanding Anchors 
Cable Shields—Screw Steelwing Anchors ; 
Anchor Rods—Ground Rods and Clamps 


HUBBARDann COMPANY 
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OAKLAND, 
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those last few steps with my friends, 
both American and Korean, to see this 
thing through. I am reluctant to leave 
this year of my life behind—a punish- 
ing year of cold, rain and heat, strange 
and startling experiences, though with 
it all many pleasant moments. 

the the G.L: 
Relentless and impatient time 
the 


But in 
had it.” 


has closed 


words of “*T’ve 


door. 


As darkness falls, the Patrick starts 


for stateside with imperceptible mo- 
tion. Little Moon Tail Island springs 
a leak and slowly sinks beneath the 


water. A few tiny lights on the main- 


into distance 
memory. 


land fade 
Korea 


Each day the transport closes a lit- 


and darkness. 


is a 


tle more of the gap to stateside. We 
are following the Great Circle route. 
Whereas on the plane to the Orient 


we shook hands with the equator, by 
boat we 
Aleutian 
is noticeably colder. 


pass within fifty miles of the 
Near the 
We 


Francisco, or is it 


Islands. islands it 
are heading 
Seattle 


Each day the port 


for San -no 


one seems to know. 


is different and some days it’s both 
places. 
The captain finally settles for San 


Francisco. On the fourteenth day from 





Above the Ground... | 
or Underground... / 










and MAINTENANCE 





Whatever your problem . . . wher- 
ever it may be .. . we can help you 
plan, erect, repair or maintain your 
outside telephone plant. 


Years of on-the-job experience working with independent tele- 
phone companies from coast-to-coast, the finest and most 
modern equipment, PLUS the know-how of trained and experi- 
enced crews assure you efficient, economical, long-lasting 


service. 


Our engineers have the background and practical experience 
to help you plan and engineer your job and to assist you in 


obtaining critical materials. 


All work is done to A T & T specifications or equivalent 


unless otherwise requested. 


So, why not put this experience and skill to work for you— 
call us today! Let us give you time and cost estimates on 
construction, maintenance or repair jobs. No obligation! Do 


it today! 


ENGINEERING © CONSTRUCTION © MAINTENANCE 


TOPEKA, KANSAS 


PHONE 4-2621 





Inchon, we 


Bridge, past a 
blue bell on it, 
ing the General 
our submarine cables 
wife 


6, there is my 


band ashore is welcoming 


toots, grinding gears, 


general commotion 


again. 


In Retrospect 
I had 


coming 


almost as 
readjusted 
States as I did to 
People 
“Where is 


there 


Were curl 
999 

Korea? 
next to Japan.” 


cal country isn’t it 


are the conditions?” 

But no one 
clate ol 
of the effort in 


stand 


= 


why my f 


know more about Ke 


potentialit 1es 


powder keg. I try to 


interested. It is no 


I remembered my 
rard, telling me of 
efforts in attempting 
afte 


ship, suffering 


audience audie 
in Japanese prison ¢ 


gave up. And so did 


After all, it is un 
somewhat like 


tell 


anothe1 of aar Cf 


down on a red not 


¢ 


amount of arm Wavin 


or music will tell the 


how it feels to sit 


majestically 
the Golden Gate, under the Gol: 

large 
a welcome sig 
Patrick not 1 


Kore a. 


anda tne 


and crue 


sail 


Gat 
sign 


. Finally nie 
to mee 
us. \ St 
tugs, sl 


. We 


much t) 


to these 


Korea f 


“Oh, 


999 ONT 


seemed to res 


con preher d= the 


rea tl 


menace 


nce 


amps. H 


i. 


derstal 


The monkey has to experienc 


it. Did 


open up 


you ever get 


and tell you 
of being under fire 
life? He will either 
jest. He 


kre 


reply in 
you. 

| hope the 
that | 
to impart the 


the 


readel 
am not preac 
feelir 
danger of Comn 
encountered, in my 

of the East drat 
Out 


Fat 
take about this: 
to aid in re-establisl 
of the Hermit 


to an the 


King‘ 
end end 
possible 
Then 
the 
the 
nouncement: North 
South Korea. 
it is exciting news an 
To 


that was fully expect 


June 2d. 1 
radio, our 


program, 


vaded 


me, it is a stunn 





chatter 


ws he ( 


hing 

lv | fla 
lunIstic 
insignin 

na. Make 
missio} k 
ling’ tne 

lom was 
of Comn 


to keep Russia out 


950 list Es 


compet 


there came a su 


Koreans e 
To most tene!s 
d importa news 


ing blow. 4 


ed in son rag 
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An on-the-job guide to telephony— 
and its relation to other phases of .. 


. ELECTRICAL COMMUNICATION 


THIRD EDITION 
By ARTHUR L. ALBERT, Oregon State College 


Iricat Communication considers the specialized 


the subject as they are related to one another 

lern communication systems. The author treats 

tire industry—including the transmission of code, 

and music by wire and by radio. Every topic is 

| 1 in a completely modern, up-to-date way, an 
nd IRE standards are closely followed 


COVERING— 


T) elenhor elepnhon nes | 1 trar 
l epnony \ | l ines, adic aqalo [ 
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that it should give long-lasting service and 





dependable performance under both normal 
and adverse conditions. Kennecott Telephone 
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or c 
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“Nothing mortal 
travels as fast 
as these 
Persian A 
messengers, ” 


HERODOTUS SAID ABOUT 450 B.C. 


Xerxes 


Greece in 


having trouble in 


470 B.C. 


cate with Persia, horses and riders 


Was 


lo communi- 


were stationed a day’s horseback 
ride apart along the whole road. 


Herodotus, Father of History, 


wrote, “these men will not be 
hindered from accomplishing at 
their best speed the distance which 
they have to go, either by snow, 
by the dark- 


or rain, or heat, or 


ness of the night.” 


For over 80 years Hemingray 
Insulators have. been serving the 
communication and power trans- 
world. 


mission systems of the 


Neither snow, nor sleet, rain, nor 
heat have kept them from faithful 
performance twenty-four hours a 


day, vear after vear. 


Experience and research have 


made Hemingray Insulators the 


finest obtainable today. They are 
available for immediate delivery 
small 


in large or quantities at 


most jobbers. There are types of 
Hemingray Insulators for all 


telephone and telegraph pole lines. 





HEMINGR&Y- 
INSULATORS SS 


AMERICAN STRUCTURAL ie a. er. 
* 


PRODUCTS COMPANY 
Muncie, Indiana 





SUBSIDIARY OF OWENS-ILLINO!IS GLASS COMPANY 
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form. 
sible. 
pen, 


Still, it did not seem quite pos- 
It could not and should not hap- 
but it did. This is it. 

The resulting cascade of events are 
sharp in my memory and recollection. 
Again I picture Korea: The highways 
I traveled; Seoul, Pusan, Chunchon; 
the bridges I crossed; the grass roofs; 


the genuinely friendly South Korean 
people. 

I can see the grass roofs burning; 
Seoul blasted away and in flames; 


communications and 
And Korea tries 
defenseless 


bridges, highways, 

railroads destroyed. 
pitiful 

population existing in misery 
spair, caught in the crushing 
conflict which they did not bring 
Such 


Korea, 


to live a civilian 
and de- 
jaws of 
into 
been the 


the Morn- 


this world. has ever 


history of Land of 
ing Calm. 


Through all these thoughts runs the 


echo of that constant 
“When 


united?” 


query of the 


Korean will Korea be 
free 


people: 
and 


I, for one, would not presume to 
know. 


(End) 





Outside Plant 
Rehabilitation 


(Concluded from page 1S) 





quired. Repair splices which appear to 


be poorly made. Check connections at 
| 3 


connector). 
Make talk 
station. In- 


terminal and protector (or 


Station Apparatus. and 
test 


wire for 


ring-back from each 


spect inside slack, poor con- 


nections, loose wire, poorly made 


splices, and clear same. Inspect and 


test apparatus to be retained including 


telephone set, protector, protector 


ground. 


Conclusion 


other items 
extensive 
plant 
dial 

Flowever, we have attempted to present 


There are numerous 


which also require prepara- 


tion and work by the personnel 


in connection with a conversion. 


here only those problems in connection 


with conditioning the outside plant and 


station equipment for dial operation. 


Vv 


New Illinois Co-op 
Egyptian Telephone Cooperative As- 
sociation been 


has farmers 


Perry and Randolph coun- 


formed by 
in Jackson, 
Illinois. 

R. S. Holt, Steeleville, manager of 
the Egyptian Electric Cooperative, is 
acting as co-ordinator for the new tele- 
phone co-op. 


ties, 


CUI ONTES 


ON UNDERGROUND 


PIPING JOBS 





...With a GREENLEE PIPE PUSHER 


Installing pipe underground is quick 
and simple this way. With a GREENLEI 
Hydraulic Pipe Pusher ove man pushes 
pipe through the ground—under streets, 
railways, walks, lawns, floors. Saves 
time, cuts costs through elimination o! 


extensive ditching as just a short trenct 
accommodates the Pusher. No tearing 
up of pavement, lawns, floors 
nates tunneling, back-filling, tamping. 
repaving. Cuts job time to a tion 
often itself. throug! 


Pusher pays for 


timesavings on first job or tw 


af 


No. 790 GREENLEt PUSHER 
Ee . ames pit Vibs. ¢ ress 


No. 795 GREENLE! 


For pipe tary 


PUSHER 


sewer pipe, 
Six speeds 


pushing pressure 


. POWER PUMP 
GREENLEE Pusher 
rate of two feet per 
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_ Write 
F & Co. 
U.S.A 


Get facts on timesaving Greenlee tools 
Greenlee Tool Co., Division of Greenlee 
2071 Columbia Avenue, Rockford, Illin 
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n. M. Wopat to Vice President 

in Ohio Associated Promotions 
2obert M. Wopat has been appointed 

vice president in charge of operations 

for Ohio Associated Telephone Co., 

Marion, O., C. E. Williams, president, 

has announced. 

Wopat assumed his new duties on 
Oct. 1 and will maintain his office in 
Marion. His appointment fills a newly- 
created post with the company. 





ai The new vice president formerly was 
\ general plant superintendent for the 




















describes tests and 
specifications on 
neoprene jacketed 
drop wire 
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company. In his new post he will be 
CK in charge of general administration 


ver operating’ matters throughout the : ; 
Neoprene jacketed drop wire has been universally 


es entire Ohio Associated system which eae = 
ans OF oy accepted for its ability to outlast other types and thereby 
comp s some 137 exchanges. . .. ; ‘ 
: :; decrease maintenance costs on drop installations. 
es Wopat has a long record of service ; 1: bookl r 
the telephone industry. He formerly A half hour spent reading this free —r et wi 
Was associated with Nebraska Conti- practically make you an expert on neoprene drop tt 
ental Telephone Co., of Columbus, It tells you what to look for and what to expect from 
Neb., as Telephone Co., of Sher- neoprene. It describes fully, the specifications for 
man, , J. W. Wopat Consulting En- conductors, insulation, adhesion, conductivity. It explains 
© gine Co.. of Fort Wayne. Ind.. and in detail the tests on voltage, compression, aging, 
Penns nia Telephone Corp., of Erie, bending, etc. 
D Pa. H a graduate of the engineering Write today for your copy. No charge, no obligation 
sch e University of Michigan. Use the handy coupon below. 


langes in the Ohio Associ- 
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as general plant superin 
att has been in the telephone 


THE LINDSAY TELEPHONE SUPPLY CO., CLEVELAND, OHIO 
He IS ' 25 years, being associated 
esent company as district MAIL THIS COUPON 
ee years. Appointed to his 
taf der clade ; ALPHADUCT WIRE & CABLE CO. 
: < Brady, general central Milltown, New Jersey 
' fies visor, and C. R. Riley, gen- Please send free booklet describing tests and specifications for 
‘ a neoprene jacketed drop wire. 
a iction supervisor. Send booklet on [] parallel 
2, . > [] twisted pair 
Br: as formerly central office ent, ee 
supe in Marion while Riley for- Company 
erly ed and operated the C. R. Per - —_—_— 
ee 
Ril struction Co. of Celina, O., a Address. 7 
ae ind power line construction 
V rite firm. 
Co. W; 
5. A l also announced that John 
y = 
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A. Guthrie, formerly on the staff of the 
general plant superintendent, 
named the 
company. 


has been 
purchasing agent for the 


Vv 


AT&T Names C. C. Duncan 
As Operating Staff Manager 
The appointment of Charles C. Dun- 
can as operating staff manager of the 
Long Lines American 
Telephone & Telegraph Co. 
nounced recently by Henry T. 
worth, 


department of 
was an- 
Killings 
company vice president in 
charge of 
staff 


Long Lines. As operating 


include 


manager his duties coor- 


~~ 


PIO RE 





Costs 


in underground 
cable systems 


Transite Ducts minimize duct replace- 
ments: Inorganic, non-metallic, cannot 
rust ... immune to electrolysis . . 
resist soil corrosion .. . withstand all 
normal soil stresses. 

Transite Ducts protect cables from 
damage: Smooth bore makes cable 
pulling easy, reduces abrasion. Com- 
position cannot corrode cable sheath 

. is fireproof. 

Transite Ducts are easy to install: 
Lightweight 10 ft. lengths are easy to 
assemble or disassemble. Save time 


and labor when installing. 


Write for complete information 
Johns-Manville 


TRANSITE DUCTS 


New York 16, N. Y. 
Transite is a Johns-Manville registered trade-mark 
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dinating the plant, traffic and commer- 
cial activities of Long 
provision of long distance services. 
Overland, Mo., 
Long 


Born in Duncan 


joined the Lines department in 
1927 as a student in the plant depart- 


ment in St. Louis after his graduation 


from Washington University in that 
city with a degree in electrical engi- 


neering. Formerly assistant to the gen 


eral manager of 


held the 
engineer 


Long Lines, he has 


recently post of supply prac 


tices with the operation and 


AT&T. 


American 


engineering 


He is a 


department of 
member of the 
Institute of Electrical and 
the Armed Forces Communications As 
sociation. He 


Engineers 


resides in Manhasset, L. I. 
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Mutual Liquid Gas Equipment 
Introduces New Gas Heater 
Mutual Liquid 
3600 W. 
Cal., has 


Gas Equipment Co., 


Imperial Highway, Inglewood, 


announced a new portable 


industrial gas heater which provides 


instant movable heat for warmth and 


heating of small 


cold 


telephone 


areas as required 


weather, particularly for use it 
company aerial 
other 


quick, odorless, 


and 


ground 


tents and buildings where clea) 
smokeless, 


cut) 


portable heat 


is required. (See 


The company this 


portable 


states movable, 
| 


easily industrial heate? 


as 


been designed to make use of the 


tense heat 


developed by LP-gas (pro 


pane) to bring greater comfort to men 


who work out-of-doors or in unheated 
buildings under adverse weather con 
ditions. 

Mutual’s new heater has an input 


11,000 B.T.U.’s. 
or priming is 


rating of No pumping 


required; just one valve 


to turn when lighting, the company 
says. 
This 
and easy to use. 
tom 


heater is safe 
Heavy flat steel bot- 


prevents tipping over. There are 


small, compact 


no smoke or 
therefore, it 


gas fumes to contend with; 


may be used efficiently in 


Lines in the 





small confine eas iC 
( pany 
The heatir nte 
it Mut ul’s N aL al 
ice, « S ac ri M 
6, No. 11 r N Zl ¢ 
bench type Mutua t 
leater May be ised with tne 





propane cylit 


oO! the hose 
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Mathias Klein Introduces 
New —s Safety vee 


Mathias Klein & Sons, C 


announced the addition of a ne 
Kord”’ saTety strap of nyio1 
line. (See cut) 


The company claims that 
smooth surt © £ 


that the stra e¢ 


flexibility and a 


longer service and 


evenly and does not require dress 
or treatment. 
According to the manufactu , rig 


control of manufacture ass! 


formity of these 


made of multiple 


new straps. 


plies of strong, fine 


eda you 69 years of 


experience in telephone development 


FEDERAL TELEPHONE AND RADIO CORPORATION 


An IT&T Associate 





50 


Clifton, N. J. 


TELEPHON! 








Wit 


Ac 


ave 
Sor 
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LSt 


ON’ 


nylon bound together with fric- 
tioning and vulcanized in 
The strap has a red 


woven 
neoprene, 


center that pro- 


vides a signal before wear reaches the 
langer point. 
Snaps and buckles are drop forged 


and snaps have a rounded nose to 


E> 


steel, 


Re 





. 

revent any hanging of the Dee ring 

hich might cause ak accident, the 

ompal states. 

Available in two standard lengths, 

eet & inche and 7 feet, with stand 
S! is or with K lein-Lok snaps. 

ther lengths can be furnished to o1 
Information will be sent without 

warge. Address Mathias Klein & Sons, 

200 Belmont Ave., Chicago. 
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W.G. Hampton Promoted to Post 
With AT&T; Giles Succeeds 
Hampton, 
{ general manager of the 
of the New York 
ippotnted on Oct. 17 


Willard G. vice president 
Lor } Is 
Telephone 


assistant 


lent in the operation and en 

ine r department of the America) 
lelepl e & Telegr: aph Co 

Walte A. Giles, who for the past 

0 months has been plant operation 

ngineer at the AT&T Co., and for- 

merly was general plant manager in 


he New Y 


SUCCERGS 


ork company’s upstate area, 


Hampton. 





CYRUS G. HILL 
ENGINEERS 


PLANT — TRAFFIC — COMMERCIAL 
VALUATIONS AND ORIGINAL COST 
231 S. LA SALLE ST., CHICAGO 4 


—_—_——_. 











SLOAN, COOK & LOWE 


CONSULTING ENGINEERS 
120 SOUTH LA SALLE STREET 





CHICAGO 
Appraisals—Original Cost Studies 
Depreciation, Financial, and Other 

Investigations 
ee 
ee —— 
= PS ED A PEROT OCIEPRSR EES 





GENERAL CONSULTING SERVICES 
For Companies of All Sizes 





Smmmatin 0 * Traffic * Inside and Outside Plant 
avail bine ‘es ¢ Rate Case Preparation. Services 
South, 6 to telephone companies in the South and 
east 
jOHN J. MORAN 
Consulting Engineer 
> Years’ Telephone Experience) 
N. Maple St., Cookeville, Tenn. 
ee 








NOVEMBER 17, 1951 





Concrete Termite Drills, Inc., 
Moves to Larger Plant 
Drills, 


rotary 


manufacturer 
drills, 


quarters at 


Termite Inc., 


of Termite masonry has 


and larger 
Ave., 
Stanley 
company, the 
the 
and 


moved to 
99 N. 

According to 
dent of the 
will incorporate 


new 
Lotus Pasadena 8, Cal. 
Stokes, presi- 
new plant 
ultimate in pro- 


duction facilities modern equip 
company the 
office 


facilities necessary 


ment and will give the 


expanded production, increased 
and shipping 
the 


company’s products. 


space 
to handle increased demand for the 
This move is part 


of an expansion program undertaken 
recently by the 
Another 


cluded the 


company. 


phase of the program in 


Clark & 


appointment of 


Sawyer, Inc., Los Angeles, as sales 
representatives for all states west of 
the Mississippi River, and the Spe 


Conn., as 
drills in 
all territory east of the Mississippi. 
Export sales are handled by John H. 
MacIntyre of El Monte, Cal. 


akeville, 
Termite 


cialty Co., Inc., | 


representatives fon 


Termite Drills, Inc. is the manufac 
turer of concrete Termite drills in 
special lengths of 12, 18, 24 and 356 
inches, in diameters of '4 » 
and *%4 ineh, and core termite drills 
in diameters from 7s inch to 5 inches 
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Central Electric & Gas 
Adds V. L. Taylor to Staff 


Leonard LD). Densmore, vice president 


and general manager of the Central 
Electric & Gas Co., Lineoln, Neb., has 
announced the addition of Van L. Tay 
lor to the executive staff 

Taylor will be director of training 
for the six affiliated telephone com 
panies making up the Central Tele 
phone Co., Chicago. Taylor, a gradu 


ate engineer, forme}! 
the staff of the 


Commission. 


WaS a 


Nebraska 


Railway 






Don’t be the 


The millionth traffic death will occur this 
year—unless you help postpone it ! 





member of 





ee 


ELIMINATE | 


ALL TROUBLE 





| eres were 


RINGING CONVERTERS 





*® NO MOVING PARTS 

® No Routine Maintenance 

® No Radio Interference 

® Nothing to Adjust 

®@ Provides Ample Power 

® Quiet and Economical in Operation 


® Output Voltage Regulation Between 
No Load and Full Load is Very Close 


®@ Thoroughly Service-Tested 


® Saves All Maintenance and Opera- 
tion Costs 


® Delivers Years of Trouble-Free Service 
® Built for Heavy Duty 


MADE IN SEVERAL POPULAR MODELS 


BC-30X 3% W. P. B. X. 
BC-20X 32 W. P. B. X, 
M-7.5 72 W. Small Swbd. 
$-60 20 W. Standard 
BX-60 15W. Standard 
CC-60 45W. Heavy Duty 


For Details See Bulletins 155 and 159 


K-5 SUB-CYCLE 
FOR ‘“‘DECIMONIC”’ RINGING 
5 Frequencies: 20—30—40—50 and 60 
For Details See Bulletin 157. 








Cycles. 





The Biased Core, SELF-STARTING SUB- 
CYCLE is now available. Write for 
Bulletin 164. Arranged for either 19” or 
23” Relay Rack Mounting. 


BC-20M 7.5W. Small Swbd. 

BC-20S 20W. Standard 

BC-20C 45 W. Heavy Duty 
Sold Through Leading Telephone Distributors 


FLOTROL, 


Fae Tales im OL PT ROARK ITY 


LORAIN 
PRODUCTS CORPORATION 
DEPT.P ,1122 F ST., LORAIN, 0. 


Sus crcl 








CLASSIFIED SECTION 


Rates 15 cents per word payable in advance. Minimum charge $3.00 for 20 words or less. 





FOR SALE 


FOR SALE 


FOR SALE 





IMMEDIATE DELIVERY 


AMERTEL No. 12-85 

GALVANIZED HTL LINE WIRE 
Less than 1500 Ibs.....$13.95 Cwt. 
1500 to 3999 Ibs...... $13.70 Cwt. 
4000 to 9999 Ibs...... $13.50 Cwt. 


SUBMARINE CABLE— 


Wire Armored, Jute Wrapped, LCPI 
26 pair No. 19 AWG 


OS ere Lot $192.00 


PARKWAY CABLE— 


Tape Armored, LCPI 
26 pair No. 19 AWG 


Po eres 60¢ per foot 
fob Chicago, Illinois 
TELEPHONE REPAIR AND 


SUPPLY CO. 
1760 Lunt Ave. Chicago 26, Ill. 








Wall telephones all makes. .$5.00 Ea. 
2-Position Leich switchboard, 
OE IO ook atest e's deere 
condensers and repeaters on each 
cord circuit. 
PROSPECT, GUTHRIE and BIG BEND 
TELEPHONE CoO. 








BIG BEND, WIS. 





Immediate shipment. Pole brackets, 
crossarms, hardware. Wire: drop, 
emergency. Test-sets, coils, condens- 
ers, telephones. Hundreds of items. 
Elfvin Products, Flemington, N. J. 





AVAILABLE FOR IMMEDIATE DELIVERY 


Stromberg-Carlson 15 position C. B. switch- 
board consisting of 6 toll positions with 
universal cord circuits, 8 positions C. 8. 
Super Service 4 party harmonic ringing. 


1500 =C. B. Lines 
50 ~—swR. D.. Toll Lines 
70 ~— Rural Lines 
3800 Pr. Cook M.D.F. 
2 Harmonic Converter Sets 
2 interrupters 
! Power Panel 
' 50A Diverter Pole M.G. Set 
1  50A Mercury Arce Rectifier 
| 672A.H., 11 Cell Storage Battery 
' Test Desk 


OSWEGO COUNTY IND. TELEPHONE CO. 


FULTON, NEW YORK 











230-STATION MAGNETO EX- 
CHANGE in thriving farm commu- 
nity. Town located in Pacific North- 
west territory now being developed and 
growing rapidly. Excellent expansion 
possibilities. Good rates. Annual gross 
will top $10,000 this year. Write Box 
No. 3126, c/o, TELEPHONY. 


MAGNETO EXCHANGE over 160 
stations. Rich tobacco section North 
Carolina. Good expansion program pos- 
sible. Ill health forces sale. For infor- 
mation write Lindseys, Princeton, N. C. 





800 Ohms | 


1250 KINNEAR RD. 





Reconditioned 
LINE RELAYS 


Stromberg-Carlson #+194-A 


Stromberg-Carlson +84-L Relay 
Mounting Plates for 120 #190 Type 
Relays with 3 #17 Relay Casings 


BUCKEYE TELEPHONE & SUPPLY COMPANY 


Make Contact 


# 193-BB Cut Off Relays 
320 Ohms 2 Break Contacts 


COLUMBUS 12, OHIO 





FOR SALE 
IMMEDIATE DELIVERY 


24 Positions Stromberg-Carlson Super 
Service Switchboard, Two (2) posi. 
tions per section, consisting of— 
Positions Toll to Local Trunks—Hos. 
pital Cords 
Position Universal Super Service—19 
pair Cords 
Positions Four Party Super 
Cords—21 pair Cords each 
Position Blank 
C. E. Lines with full multiple 
Rural Lines—Lamp ended 
Wire Chief's Test Desk 
Chief Operator's Desk 


Main Frame, Protectors, Power Board 
and partial machine equipment 





Service 


Will sell all or part 
WRITE BOX No. 3116, c/o TELEPHONY 














30-STATION MAGNETO EX. 
CHANGE county seat town southwest 
Missouri, tourist and farming territory. 
Must sell at once. Inquire in person 
and make offer. Mrs. L. A. Neal, Ga- 
lena, Mo. Telephone 100. 


Fifty KELLOGG No. 19-A KICK 
COILS mounted 10 per strip on Kel- 
logg No. 1003 Relay Racks. Price $3.50 
per coil including relay racks. Chicka- 
mauga Telephone Co., Chickamauga, 
Ga. Telephone 3771. 





* While It Lasts * 
TELEPHONE WIRE 


W-110 B 2 Conductor, twisted, 
3 copper and 4 steel strands, 
tinned, insulated on half-mile and 
mile steel reels. 


$12.50 PER MILE—original 
cost $86.50 per mile. 


FOB OGDEN, UTAH. 


HARRY P. MARCUS 
AMCO BRASS & 
STEEL SUPPLY CO. 


428 Broome St., New York City 
Telephone—BEekman 3-2806 


or 
UNITED STEEL & RAIL CO. 


R. O. PEARCE 
2185 So. 21 East Salt Lake City 
Telephone 65512 


Utah 
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